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PREFACE. 



Having consented to prepare a small Treatise on Electricity 
for Mr. Weale’s Series of Rudimentary Works, the author of 
the present volume has endeavoured to confine himself within 
the limits of such a production as may be read with advantage 
by those engaged in the study of Physical Science. Electricity 
has, however, within a comparatively recent period advanced 
so rapidly and proved so fertile in discovery, that it is by no 
means an easy task to bring all that relates to this department 
of natural knowledge within the circumscribed space necessarily 
allotted to a Rudimentary Work. What the author has, there- 
fore, principally attempted to give, is a sound, practical, and 
theoretical view of the subject, involving broad general 
principles, without abstruse detail, commencing with the 
simplest facts, and illustrating them by easy and accessible 
experiments. 

Although the scientific reader must expect to find in the 
following pages much with which he is already familiar, yet 
the author is encouraged to hope that this little work will 
be found to contain many new facts and illustrations not 
altogether unworthy of attention. 

Through the kindness and liberality of the Earl of Bur- 
lington, the author has been able to introduce into this new 
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edition many valuable extracts from unpublished manuscripts 
of the Honourable Henry Cavendish, one of the most dis- 
tinguished ornaments of British science, and whose electrical 
researches form a prominent feature in the ‘Transactions of 
the Royal Society’ for the year 1770. It appears by these 
manuscripts, confided to the author’s care, with permission 
to make such use of them as he might think beneficial to 
science, that Mr. Cavendish had foreseen and actually arrived 
at many important results in electricity which afterwards 
engaged the attention of those profound Mathematicians and 
Philosophers who have so industriously pursued this branch 
of Physics, and many of which subsequently appeared in the 
Memoirs of the Royal Academy of Sciences of France. 

W. Snow Harris. 



P.S.The present volume having been extended, by the addition of the 
valuable extracts above referred to, beyond the limits of a 1». volume, 
the Publisher prefers making the price 1#. 6 d. instead of converting it into 
a double 2 1 . Part; which he trusts will be more satisfactory to the 
public. 
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I. 

Phenomena observable in subjecting certain Substances to a peculiar species 
of Excitation by Friction — Origin of Electrical Terms — Electrics and 
Conductors — Insulation, Attraction, and Repulsion — Positive and Nega- 
tive Electricity — Induction, or Electrical Influence — Other sources of 
Electrical Excitation — Manipulation. 

1 . It may be esteemed as a deeply interesting and wonder- 
ful fact, that the most active powers of nature are at all times 
present to us, although in a state not always cognizable by 
our senses, and hence termed latent: the slightest change, 
however, in the existing circumstances will frequently render 
these powers active, and we become as it were immediately sur- 
rounded by the most astonishing effects. This observation is 
more especially exemplified in the development of that class of 
phenomena which we term electrical; the unknown agency upon 
which they depend being sensible of the most trivial change 
in its physical relations to the particles of common matter. 
Many substances, for example, when merely pressed into close 
contact and subsequently separated, tend not only again to 
approach each other, but they also display that peculiar effect 
which we term Attraction , in respect of other substances. In the 
falling of a stone, and in the tendency of ferruginous particles 
towards a certain ore of iron known as the loadstone or magnet, 
we recognize the presence of other physical forces, the precise 
nature of which is at present involved in obscurity'. 

2. Early knowledge of Electrical Attraction . — That pecu- 
liar and invisible agency, then, which we term Electricity, is one 

A • 
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of those hidden and mysterious powers of nature which has 
thus become known to us through the medium of effects : 
our first acquaintance with it appears to have arisen out of a 
curious but simple fact, noticed full GOO years before the 
Christian era. Thales, of Miletus, a celebrated Greek philo- 
sopher, the founder of the Ionic Philosophy, observed as a 
remarkable property of amber, its power of attracting light 
particles of matter on being subjected to a peculiar kind of 
excitation by friction, and with which he is said to have been 
so struck, that he imagined the amber to be endowed with 
a species of animation. Theophrastus, about 300 years before 
the Christian era, observed a similar property in a hard stone 
termed the lyncurium, now supposed to have been the tour- 
maline, which he says will not only attract light straws and 
sticks, but even thin pieces of metal. Pliny and other natu- 
ralists also notice this property of amber ; and a similar 
property is said to have been discovered at an early period 
in agate. In the present state, however, of this department 
of science, we no longer confine our views to a particular 
instance of electrical action limited to a few conditions only, 
but consider the development of electricity as arising out of a 
great variety of operations and circumstances, both natural 
and artificial, — such as the contact of various substances, 
friction, pressure, cleavage, and other mechanical processes, 
changes of temperature and form, as in the case of liquefac- 
tion, and other natural processes of that kind, together with 
chemical and certain forms of magnetic action; these will all 
superinduce upon bodies an attractive power of a greater or 
less amount. 

3. Origin of Term . — The attractive property developed in 
amber by the process of friction may be considered as the 
source of the nomenclature of this branch of science. The Greek 
word expressive of amber being ifkanpov (electron), in Latin 
Electrum, the unknown principle, or element, with which 
Thales supposed it to be animated has been termed Elec- 
tricity. As our knowledge of such phenomena advanced, and 
* 



Digitized by Google 




ELECTRICAL EXCITATION. 



3 



other substances were observed to possess similar properties, 
they were considered as being amber-like, were said to be 
electrical, and were hence termed Electrics. 

In a similar way, when any given substance was caused to 
exhibit attractive powers by the simple process of friction, it 
was said to be electrified, — the process itself being termed 
electrical excitation, and the attractive force electrical attrac- 
tion : any contrivance also for the mere exhibition of such 
force has been termed an Electroscope, whilst other contrivances 
for the more precise measurement of the power itself have 
been termed Electrometers ; so that the common terms em- 
ployed in this department of science are all based on the 
Greek and Latin terms signifying amber. 

4 . Electrical Excitation. — The phenomena attendant on 
electrical excitation by the process of friction are easily 
observed ; it is only requisite to bring the excited substance 
near any light body, such as a downy feather, the pith of 
elder, or a fragment of metallic leaf, in which case the attrac- 
tive effect becomes immediately apparent, more especially if 
these substances be dry and delicately suspended. If the 
excitation be powerful and be carried on in a dark room, 
faintly luminous flashes, and sometimes luminous sparks, 
attended by a weak crackling noise and a peculiar odour, may 
be observed to arise from the surface of the excited body. 

Exp. 1 . Let an ordinary stick of sealing-wax or a roll of 
brimstone be freely rubbed with a piece of dry woollen stuff, 
or soft white silk ; it will become attractive of light particles of 
matter, such as fragments of metallic leaf, a downy feather, or 
small pieces of paper. 

Exp. 2. Take a dry tube of glass, about an inch in diameter 
and about eighteen inches in length ; rub the tube freely from 
one end to the other, through a dry soft silk handkerchief, 
held in the hand : small pencils of light and faintly luminous 
flashes and sparks, attended by a subdued crackling noise and 
a peculiar smell, will appear in the dark to dart from the surface 
of the glass, producing a marked sensation when held near tho 
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hand or face. If the tube be now presented to any light 
body, a powerfully attractive force will appear to be exerted by 
the tube. Downy feathers, fragments of cotton wool attached to 
delicate threads, small balls turned out of elder-pith, fragments 
of metallic leaf, leaf gold more especially, are the substances 
best adapted to such experiments. 

These effects will be more sensibly produced if the tube be 
gently warmed by passing a current of warm dry air through 
it, and if the silk used to excite it be touched over with a 
compound of tin and sulphur, termed ‘ aurum musivum,’ * or 
mosaic gold, used by statuaries and painters. The rough side 
of oiled silk, oiled only on one side, will, when rubbed over 
with this substance, produce a powerful effect. 

5. Although the list of electrical bodies was in the re- 
mote periods of science extremely limited, being principally 
confined to amber, jet, and agate, yet in more recent times 
it has become so general as to include almost every known 
substance, as being susceptible in a greater or less degree of 
electrical excitation. The substances, however, more espe- 
cially termed idio- electrics, that is to say, those which under 
ordinary circumstances readily evince electrical properties by 
friction, may be brought within the following limits : 

TABLE I. — LIST OF ELECTRICAL BODIES. 

Shell lac — brimstone — amber — jet. 

Resinous bodies of every kind, including pitch and wax. 

Gums of every kind, including camphor and caoutchouc. 

Gun-cotton. 

Glass and all vitreous and vitrified substances. 

The diamond, agate, and most other precious stones. 

Tourmaline, and other crystalline transparent argillaceous 
and silicious gems and stones. 

Bituminous substances. 

* This composition is prepared chemically by first saturating the tin 
and sulphur with mercury and a little sal-ammoniac, and then subjecting 
the amalgam to a sand heat. It may be obtained readily at any chemist’s. 
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Silk of every kind and form. 

Dried animal furs and skins — hair — wool — feathers — paper 
— porcelain. 

Turpentine and various oils and fatty fluids. 

All dry gases. 

Atmospheric air. 

Steam of high elasticity. 

Ice at 0° of Fahrenheit. 

The modem substance termed gun-cotton is not the least 
powerful of these electrics ; when made in large quantity, it 
retains the form of the fleece or sheet of cotton wool from 
which it is made. If the fleece be well dried, then on draw- 
ing it through the hand we obtain a perfect cloud of sparks. 

6. Friction the remote but not the immediate cause of 
attraction . — The state of excitation of any of these electric 
substances appears to be entirely confined to the parts im- 
mediately under the points of contact of the rubber and the 
surface to which the friction is immediately applied : even 
here it is for the moment in a latent or insensible state, so 
long as the contact with the rubber is preserved ; it is only on 
the separation of the two bodies that the excitation is ap- 
parent. Thus if a square of common window glass be sub- 
jected to friction on a portion of one of its surfaces, that 
portion, together with a similar portion of the opposite surface 
immediately under the rubber, will, on withdrawing the 
rubber, exhibit electrical excitation, but no other part of the 
glass will do so. 

Exp. 3. Place a square 
of window glass, A B, fig. 1 , 
made very dry, and slightly 
warm, upon two wine- 
glasses, as supports ; and 
apply to its upper surface 
a flat circular rubber r, 
which may consist of a 
common cork bung, cut 
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evenly and flat, and covered with silk, and having a rod of 
wood or metal h, fixed in its centre as a handle. Place any 
light substance t immediately under the rubber, and about an 
inch, more or less, from the glass. A fragment of Dutch 
gold, or a light feather, answers very well. Turn the circular 
rubber carefully round so as not to derange its place on the 
glass. Not the least attractive effect will be observed on the 
light body t during the friction. Let the rubber be now 
raised off the glass, and the substance t will be vigorously 
attracted, but only by that portion of the glass which has been 
rubbed. If the rubber be prepared as in Experiment 2, the 
attractive effect will be vigorous, and exerted on the gold 
fragment at a considerable distance ; and if the glass and 
rubber be fixed in a frame of wood, the results are more con- 
veniently obtained. 

7. Discovery of electrical conduction. — About the year 1729 
an important discovery resulted from some attempts of Mr. 
Stephen Grey, of the Charter-House, in London, to render 
metallic substances attractive by friction. He completely 
failed in these attempts, but he found that although these 
substances were not excitable in the ordinary way, yet they 
might acquire an attractive power by placing them in commu- 
nication with an electrified body. 

Exp. 4. Communication of electricity to non-excitable sub- 
stances. — Let a stout brass wire, about £th of an inch in dia- 
meter and a foot in length, be passed through a common cork, 
fixed in one extremity of the glass tube employed in Experi- 
ment 2, so as to project about 2 inches within the tube. Fix 
a small wood or brass ball on the projecting extremity of the 
wire, as at b, fig. 2, and excite the tube in the way before 



Fig. 2. 




described (4) . The wire a b and the ball b will both become 

attractive of light bodies in common with the tube, and the 
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excited electricity will be communicated to the ball and wire 
from its inner surface, and with so much force as to cause 
luminous sparks to pass from the ball upon the Jinyer or other 
conducting body placed near it. A similar application of a 
metallic wire and ball to any other electric is attended with 
the same result. When applied to solid electrics, such as 
sealing-wax, it may be inserted immediately into their sub- 
stance. 



8. This communication of excited electricity to non-electric 
substances was found, on further inquiry, to extend through a 

considerable length of 

3* such substances. Thus, 

av -i when a very long wire, 

b d, fig. 3, having a me- 
tallic or wooden ball d at its lower extremity, was attached 
to the projecting rod b, light bodies were attracted by it 
near the ground during the excitation of the glass tube 
on the summit of a high building. The first experi- 
ments of this kind were made with common packthread, 
which the experimenters suspended horizontally by sup- 
ports of metallic wire, for the convenience of increasing 
the length : now, in this case it was found impossible to 
transmit the attractive force through the thread, whereas 

i on suspending the packthread by cords of silk or other 
electrics, the electrical action was transmitted through 
a distance of 765 feet. These silk cords, therefore, had 
d satisfied some important condition of the experiment. 
When a silk line, however, was substituted for the 
packthread, the electrical excitation of the tube was no longer 
apparent in the ball at the remote extremity, in whatever 
way it was suspended. From this it became apparent, that 
the class of substances termed electrics had not only the 
property of electrical excitation, but that they had also the 
power of confining or imprisoning, as it were, the commu- 
nicated electricity upon other bodies, in which it could not, 
under the same circumstances, be so excited : on the other 
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hand, the non-electric substances allowed the excited electricity 
to pass off to the walls of the building and to the ground. 
Hence arose a distinct scries of phenomena dependent on what 
has since been termed Electrical Conduction, giving origin to 
a new classification of substances considered as conductors of 
electricity. 

9. The substances which properly come under this conduct- 
ing or non-electric class are principally the following : 

TABLE II. — LIST OF ELECTRICAL CONDUCTORS. 

Every metallic substance known. 

'Well-burned charcoal. 

Plumbago. 

Concentrated and diluted acids and saline fluids. 

Water and moist vegetable matter. 

Living animal matter. 

Flame — smoke — steam. 

10. The distinctive difference in the conducting and non- 
conducting property of bodies may be readily illustrated in 
the following way : 

Exp. 5. Excite the glass tube and wire employed Exp. 4, 
and bring the ball of the wire into contact with any of the sub- 
stances mentioned in Table I., termed electrics, such as a rod 
of glass, a stick of senling-wax, or brimstone. If these sub- 
stances be made perfectly dry, the attractive power of the ball 
and wire, together with the tube, will not be in any sensible 
degree impaired. Let the electrified ball now touch the walls 
of the room or other conducting substance communicating 
with the ground : the attractive power will instantly vanish. 

It is evident from these facts that all electric substances (5) 
arc non-conductors or insulators, as they are also appropriately 
termed ; whilst, on the other hand, non-electric substances are 
transmitters or conductors of electrical action. 

1 1. Insulation. — When, therefore, any conducting substance 
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is placed on an electrical support, such as a rod of glass or 
shell lac, it is considered to be insulated, and is termed an 
insulated conductor : when electrified by contact with any 
excited or other electrified body, it is said to be charged. 

The best insulating substances are of the vitreous and 
resinous class, Table I., such as shell lac, brimstone, dry glass, 
vitrified and crystalline bodies. To these may be added 
silk. 

The best conducting substances are principally metallic 
bodies, saline fluids, and common charcoal. 

12. It should, however, be here understood, that modern 
researches, especially those of Faraday, lead us to conclude 
that there are really no substances which perfectly conduct or 
perfectly obstruct electrical action. The insulating or con- 
ducting power is, in fact, a difference of degree only ; still the 
extreme differences are so great, that if classed in relation to 
such differences, those at the extremes of the series admit of 
being considered the one as insulators, the other as conduc- 
tors, whilst the intermediate terms are made up of substances 
which may be considered as imperfect, taken as either. Con- 
versely, every substance is capable of excitation by friction ; 
yet the differences in this respect are so great as to admit of 
some bodies being called electrics and others non-electrics, 
with an intermediate class between these extremes, which may 
be termed imperfect electrics. 

Series of conductors and insulators. — Metals and con- 
centrated acids are found at the conducting extremity of such 
a series, — shell lac, brimstone, all vitreous and resinous bodies, 
at the other or electric extremity ; whilst the imperfect or 
intermediate substances comprise such matter as common 
earth and stones, dry chalk, marble, porcelain, paper, and 
alkaline matter. 

13. Electrical Repulsion. — The attractive power evinced 
by any electrical body in a state of excitation, although the 
first and usually the most evident electrical effect, is not the 
only force which seems to result from this curious condition of 

a 5 
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common matter. On a closer examination of the phenomena, 
a new class of facts present themselves, of remarkable interest. 
If the excitation be considerable, and the attracted body insu- 
lated, it will, after being drawn into contact with the electrified 
substance, rebound from it, with great violence, as if repelled 
by some new power, and will not be again attracted until it 
has had conducting communication with the earth, or with some 
other mass of matter capable of reducing it to its original 
condition before the contact, or very nearly so. The attractive 
force becomes, in fact, superseded by an opposite or repulsive 
power, and thus two kinds of force appear to be obtained. 

Exp. 6. Attach a slip of metallic leaf, about half an inch in 
width and 4 inches long, to a short and thin slip of writing 
paper, which is easily done by a little moisture from the lips. 
Fix the paper to the extremity of a stick of common sealing- 
wax, or a slender rod of glass coated with sealing-wax, as 
represented in fig. 4 : present this leaf, thus insulated Fig. 4 . 
by the wax, to the metallic ball of the excited tube 
described in fig. 2 : the leaf, after being vigorously 
attracted, will instantly on contact with the ball appear 
to be repelled, and will not be again attracted until re- 
duced to its original state, either by contact with the 
earth or with some other unelectrified mass. A simple 
reed, suspended by a short cotton or silk thread, may be 
used for this purpose with advantage. 

A test or trial leaf or reed, when thus prepared and 
insulated, constitutes an extremely good electroscope, 
and is well adapted for the exhibition of simple electrical 
phenomena. Leaf gold, and silver leaf, may be occasionally em- 
ployed for minute forces, but these cannot be managed without 
some difficulty. The best kind of metallic leaf for ordinary 
purposes is a coarse kind of leaf termed Dutch metal. The 
white metal is often the most compact, but the yellow metal is 
sometimes preferable. 

Exp. 7. Electrical attractions and repulsions . — Excite a 
tube of glass as in Experiment 2, and bring it near a small 
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ball of cork or elder-pith, renting on a table. The ball will 
appear to bound from the table towards the tube, from which 
it will be as instantly repelled; on touching the table it will be 
again attracted, and thus a rapid play of what appears to be a 
series of attractions and repulsions may be maintained for 
some time. 

In all these experiments the excitation requires to be 
vigorous, and this may always be insured by the means before 
described (4). 

14. On a further examination of these attractions and re- 
pulsions, we find a most important relation of electricity to 
common matter, leading to the conclusion that in every case of 
electrical excitation, as well as in every other instance of elec- 
trical action, two equal and opposite forces or powers are called 
into play. These, when combined, condense or saturate each 
other, and thus neutralize the free action of either, as observed 
in the phenomena just described. 

Exp. 8. Two kinds of electrical power . — Let a simple leaf, 
such as that employed in the last experiment, be made repel- 
lent of an excited glass tube, fig. 2 (7), so as to be thrown 
freely off it. Whilst in this state, present it to an excited roll 
of brimstone or sealing-wax. The leaf will appear to be vigo- 
rously attracted by this substance. Conversely, present the 
leaf first to the excited brimstone, and when made repellent of 
that, to the excited glass, — a powerful attractive effect will 
ensue. 

It is here evident that one of these substances will, under 
given conditions of excitation, attract an electrified body made 
repellent of the other. We are indebted to M. Du Fay, an 
intelligent French philosopher, for this beautiful fact, whose 
memoirs, published in the ‘History of the Academy of Sciences’ 
from 1733 to 1737, may be considered as having largely con- 
tributed to the progress of electricity. Symmer, an English 
philosopher, in 1759, still further advanced Du Fay’s dis- 
coveries, and very completely established the fact of opposite 
electrical forces. 
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15. Vitreous and resinous, — or positive and negative elec- 
tricity. — We are led, then, from these interesting facts to infer 
the existence of two opposite electrical or elementary states of 
excitation in which forces are developed attractive of each 
other ; these forces were supposed by the more early inquirers to 
depend on two different kinds of electricity, which they termed 
vitreous and resinous electricities, — as being derived, the one 
from excited vitreous bodies, the other from excited resinous 
bodies : subsequent investigations, however, as we shall presently 
see, show, that both these hypothetical electrical elements may 
he obtained from the same electric, merely by changing the 
substance employed to produce the friction: hence, as involving 
less assumption, it has been agreed to designate the opposite 
electrical states of which these terms are really expressive by 
the common positive and negative signs employed in arithmetic 
and algebra, calling the one positive or plus, and the other 
negative or minus; the positive sign + being given to the 
vitreous excitation, as developed in the friction of glass by 
silk ; the negative sign — being appropriated to the excitation 
of resinous bodies by silk or woollen stuff. 

The terms positive and negative an arbitrary selection. — It 
is to be understood here, however, that the appropriation of 
these terms is altogether a matter of arbitrary selection. 
When any substance, therefore, evinces vitreous electricity, 
it is said to be electrified positively, or plus + : when it 
evinces resinous electricity, it is said to be negatively electri- 
fied, or minus — : when unelectrified, or in its ordinary state, 
it is said to be neutral. 

A glass tube and wire, such as are described in Exp. 4, page 6, 
are an efficient and convenient arrangement for obtainingvitreous 
or positive electricity ; and if the tube be well varnished over 
with a solution of shell lac in rectified spirits of wine, laid 
on the previously warmed glass, resinous or negative elec- 
tricity may then, by exciting the surface with dry woollen 
stuff or soft white silk, be obtained from the wire and ball, 
in a similar way : the same result is obtained by making the 
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tube sufficiently hot, and rubbing it over with sealing-wax, so 
as to give the surface a thin coating. 

16. From these phenomena it may be inferred, that sub- 
stances in dissimilar states of electricity, that is, the one 4- > 
the other — , attract each other. Substances 
in similar electrical states, that is, both 4- or 
both — , repel each other. The two following 
experiments are easy and simple illustrations 
of these elementary electrical facts. 

Exp. 9. Similar electricities repel — opposite 
electricities attract. — Prepare two similar test 
leaves of metal, as in Experiment 6 : let each 
be made repellent of an excited glass tube or 
of an excited roll of brimstone or sealing-w'ax : 
oppose these electrified leaves fairly to each other, and they 
will immediately diverge, as represented in the annexed 
fig. 5. 

Exp. 10. Make one of the trial leaves re- 
pellent of excited glass and the other repellent 
of excited wax or brimstone ; oppose them, as 
before, and they will immediately converge and 
approach each other, as represented in fig. 6. 

17. Threads of cotton, or otherwise light 
reeds of straw, terminating in small balls of 
elder-pith, may be employed in these ex- 
periments with advantage. They should be 
attached to fine rods of glass, shell lac, or 
sealing-wax : the reeds may be hung up by filaments of 
linen thread, to allow of free motion. Two Kg. 7. 





very light straws a b, suspended on a short 
metallic wire m n, fig. 7, insulated by a handle 
of light glass rod t, forms an extremely 
convenient electroscope ; since on touching an 
electrified body with the extremity m of the 
rod, the reeds will diverge with the electri- 
city of that bod)' ; and will again close on 
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a similar application to any substance charged with the oppo- 
site electricity, and reciprocally will not close or will separate 
further by the electricity of a body charged with the same 
electricity. 

18. In treating of the phenomena of excitation we have as 
yet considered the development of one only of the two electrical 
forces ; on a closer examination, however, it is found that both 
forces are produced, although only one is usually apparent. 
This may be made evident by insulating the rubber, that is, 
the body with which the electric is said to be excited ; in this 
case the rubber will be found also attractive of light bodies, 
and its electrical state will be precisely the reverse of that 
of the excited body. The reason, therefore, why this force is 
not apparent in ordinary cases of excitation, is in consequence 
of the rubber being usually in contact with conducting matter, 
such as the hand, by which its electricity is neutralized through 
conducting communication with the earth (8). 

Exp. 11. Both electricities produced in every case of elec- 
trical excitation. — Wrap a broad slip of soft silk, or a wide 
silk ribbon, round a rod of glass or sealing-wax, to serve as an 
insulating handle : apply the roll thus produced as a rubber 
upon a strip of common window glass of equal width, made 
perfectly dry and a little warm : after slight friction, examine 
both the silk and the glass ; each will attract light substances, 
but they will be in opposite electrical states, as is seen by the 
one attracting where the other repels. This may be shown, as 
in the last experiment, by an insulated strip of metallic leaf, 
which may be suspended from some convenient support. The 
experiment may be repeated with a small roll of dry woollen 
stuff and a stick of sealing-wax or brimstone. 

19. Opposite electricities dependent on the nature of the 
exciting surface. — The kind of electricity resulting from 
friction appears to depend on some peculiar condition of 
contact between the nibbed surfaces. Thus a rod of glass, 
rubbed by white silk, evinces that peculiar state of elec- 
tricity which it has been agreed to call vitreous or positive; 
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liut when the glass is rubbed against the back of a cat, it 
evinces what has been called resinous electricity ; that is to 
say, an opposite or negative state of electricity. Glass rubbed 
with silk is positive, but sealing-wax rubbed with the same 
silk is negative. Conversely, silk rubbed with glass becomes 
negative, but rubbed with sealing-wax is positive. It is easy 
for the student to satisfy himself of these facts by very simple 
experiments. Electrify the trial leaf, fig. 4, either positively 
or negatively (15). Rub a stick of sealing-wax on warm 
coarse brown paper, then if the leaf be positively electrified, 
the wax will attract and the paper repel it. If a warm glass 
be rubbed on the brown paper, the glass will be positive, as 
shown by its repelling the plus leaf, whilst the same leaf will 
be attracted by the negative paper. Friction of sealing-wax 
on a silk ribbon renders the w r ax minus and the ribbon plus. 
If two silk ribbons, one white and the other black, be made 
quite warm, placed in contact, and then drawn quickly through 
the closed fingers, they will on separation be found highly 
attractive of each other; the white will be +, and will repel 
the plus leaf ; the black will be — , and attract it. It is 
a remarkable fact, that of the numerous substances examined 
in this way, the back of a cat is + to every other. Then we 
have smooth glass + to every other, although — to the cat- 
skin. Sealing-wax is — to most other substances, but when 
rubbed with metals it is + . 

The student will perceive from these facts, that the same 
substance may acquire both kinds of electricity, and may 
be + by friction with one body, and — by friction with 
another. 

If the trial leaf be negatively charged, the same results will 
be arrived at, but the attractions and repulsions will be re- 
versed. 

The trial leaf or other single electroscope used in these 
experiments is most conveniently suspended by means of the 
stand and horizontal arm shown in fig. 19, page 35. 

20. Electrical influence . — These first or more elementary 
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facts being understood, we are prepared to enter upon a new 
class of phenomena, remarkable for their great interest and 
importance in the progress of electrical discovery. We have 
hitherto confined our attention to the attractive and repulsive 
powers developed in bodies either by a direct excitation (4), 
or by immediate communication (7) ; but there is yet another 
form of electrical charge to be considered, depending on the 
influence of excited bodies upon neutral conducting bodies, and 
exerted at very sensible and even considerable distances. This 
influence has been termed Electrical Induction, and the result- 
ing effect. Induced Electricity. 

Exp. 12. Insulate upon supports of varnished glass two 
small cylinders of wood or metal, a b, fig. 8, from 3 to 5 
inches in length and about 3 inches in diameter, and ter- 
minating in flat faces : place these cylinders within an inch or 
more of each other, and in a right line, as represented in the 
figure. Excite freely the glass tube and wire (fig. 2, page C), 
and communicate by repeated contacts of the ball an elec- 
trical charge (11) to one of these conductors a. Present 
now to the distant extremity c of the cylinder b the slip 
of metallic leaf or other light substance, as described in Ex- 

Fig. 8. 

(EPS* y..-;-. 



periment 6, page 10 : it will be immediately drawn towards it. 
Present the leaf also to various parts of the cylinder b, between 
the extremities b c : the attraction will diminish considerably 
as we pass from the distant extremity c, until it becomes 
nearly nothing. 

If we withdraw the electrified body a, these phenomena 
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are no longer apparent, thus proving that the electrified state 
of the cylinder b was an induced or temporary condition, de- 
pending on the influence of a, whilst operating upon it at a 
distance. 

Exp. 13. Place the two cylindrical conductors near each 
other, as before, and communicate a charge to one of them a ; 
make the test leaf repellent of a by contact with it, and then 
present it to the distant extremity c of the cylinder b. It will 
be also repellent of that extremity, showing that the electrical 
states are the same, but the repulsive effect will diminish con- 
siderably as we approach the near extremity b, where it will 
appear to be nearly lost. 

21. If the precise condition of the conductor b, whilst under 
the influence of the charged conductor a, be carefully investi- 
gated, its extremities b and c will be found actually in opposite 
electrical states ; for although one of these only is apparent 
in the distant extremity c, whilst under the influence of the 
charged conductor a, yet by a slight variation in the experiment 
the opposite electricity may be also discovered. 

Exp. 14. Let the terminating faces be, fig. 8, of the cylin- 
drical conductor n consist of thin slices of about Jth of an 
inch or more in thickness, supported upon slender glass rods, 
as shown in figure 9, and applied so as to fit closely against the 

Fig. 9. 




opposite ends of b. Charge cylinder a as before (Exp. 12), 
and remove the terminating face b by its insulating rod whilst 
under the induction of a. This face b will now attract the 
trial leaf when the leaf is repellent of the charged cylinder a. 
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and repel it when the leaf is attractive of a, thereby showing 
that it is in an opposite electrical state ; that is to say, if a be 
charged positively, b will be charged negatively ; and if a be 
negative, b is positive (16). Proceed now to remove in a 
similar way the distant face c, we have then the converse of 
this result (Exp. 13) ; that is to say, the face c will be found, 
as before, attractive of the trial leaf when that leaf is attractive 
of a, and repellent of it when repellent of a ; thereby showing 
that its electrical state is the same (16): hence its being 
formed of a thin slice, and applied as an extremity of the 
cylinder a, does not at all interfere with the result. 

It may not be out of place here to observe, that the elec- 
trical disturbance in the near face b will be most strikingly 
shown if removed under the influence of a when the cylinder 
n is extended in length, or is in conducting communication 
with the earth. 

This electrical disturbance by induction, although more 
particularly observable in the neutral conductor, is, how- 
ever, not exclusively confined to it : on further investigation 
we find a sort of reflected induction on the charged body 
itself, causing a considerable change in its previous condition. 

Exp. 15. Charge the cylinder b, and observe by the trial 
leaf the repellent effect of each of its terminating faces ; after 
which oppose to it the conductor a in a neutral state, placed 
in conducting communication with the ground. Under 
these conditions, the repellent effect towards the distant ex- 
tremity c will be considerably diminished, and towards the 
near extremity b evidently increased ; and if we remove each of 
the terminating faces, as before, by their insulating supports, 
the repellent power of the near face b will be found greater 
than that of the distant face c, which face may become under 
some conditions quite neutral, and evince even an opposite or 
negative state. 

22. Specific inductive capacity . — In these preceding experi- 
ments we have supposed the inductive action to take place 
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through air, — a similar result, however, is apparent when any 
other electric substance (5) is interposed between the two 
bodies, but with this important distinction, that many of these 
substances facilitate the progress of electrical influence in a 
greater degree than others. Let, for example, a delicate trial 
leaf, sheltered by a glass jar, fig. 22 (41), communicate with 
the surface c of the body b, fig. 8 (20), and suppose b, as 
before, to be under the influence of a, the intervening electric 
being air ; then if a plate of clean shell lac or brimstone 
be interposed between the near surfaces a and b, that leaf will 
be more readily attracted by a body brought near it than 
before. This difference in the power of electrics to facilitate 
the progress of electrical influence has been termed by Faraday, 
to whom we owe the discovery, ‘ specific inductive capacity.’ 
The question is one of singular interest, and is still open to 
further investigation. The difference in the specific inductive 
capacity of air and shell lac is as 1:1*6 nearly. 

23. This peculiar kind of electrical action, termed Induc- 
tion, appears essential to the phenomena both of attraction 
and repulsion (21 03) : it is invariably attendant on both, and 
in all probability precedes them ; that is to say, in every case 
of electrical attraction or repulsion the bodies are first rendered 
attractable or repellent, and then attracted or repelled; and 
without this previous preparation, neither of these effects are 
produced. Thus it is found that the attraction of an excited 
electric, or of a charged conductor, is less forcible upon elec- 
trics little sensible of induction, than upon conductors highly 
susceptible of such change. 

Exp. 1G. Attraction and repulsion attendant on induction . — 
Cover a small sheet of writing paper, on each side, Rg, jq. 
with smooth gilt paper, so as to produce, when pasted 
and dry, a stiff plate ; cut out a circular disc of about 
3 inches in diameter, and attach to one side of it a 
slip of metallic leaf, so as to hang freely about its 
surface, as in the annexed fig. 10, which is easily 
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done by uniting the leaf to a thin slip of cork, cemented to the 
disc by a little strong paste; attach this disc to a thick 
filament of glass, at right angles to the direction of the 
leaf ; by means of a little sealing-wax, fix the glass in the ex- 
tremity of a light arm of deal, suspended by a fine thread of silk 
from the ceiling, as shown in fig. 1 1 ; balance the system by 



Fig. 11. 




means of a small loop for suspension, and a sliding weight w, 
as in the figure. The system being thus free to move about 
a centre, present to the disc a an insulated electrified disc d, 
charged either positively or negatively (15) : the leaf t will be 
observed to spring away as it were from the disc, and remain 
divergent from it : and if a similar trial leaf 5 be attached to 
the opposite surface of d, and be also in a state of divergence, 
that leaf, on approaching the neutral disc a, will tend to 
collapse, at which instant the bodies will appear to attract each 
other. 

In this experiment we observe, 1st, The divergence of the 
trial leaf s of the disc d by the charge conveyed" to it (16); 
2ndly, The separation of the trial leaf t upon the same prin- 
ciple, in consequence of the induced charge (20) ; 3rdly, The 
collapse of leaf s from the tendency of the opposite electricities 
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c and d to unite (16) (17) ; 4thly, The final attractive force 
resulting from these inductions. 

Exp. 17. Charge both the discs a and d with the same 
electricity, and, whilst the leaves are divergent, present the 
disc d to the disc a, as before : the leaves will diverge still 
more energetically : at this moment the bodies appear to 
repel each other. Here the trial leaves, as is evident, be- 
come still more divergent, by the induction of the discs on 
each other, in a way precisely similar to that shown by the 
charge on the neutral disc in the first part of the preceding 
experiment. Electrical repulsion, then, as well as attraction, 
is preceded by a preparatory process, upon which the subse- 
quent action depends. 

Exp. 18. Charge the discs with opposite electricities, and 
present them to each other, as before : the trial leaves s t pre- 
viously divergent will now tend to fall back, and will collapse 
considerably; the discs will then freely attract each other. 
The trial leaves in this experiment collapse as in the latter 
part of Experiment 16, by the reciprocal inductions of the 
discs on each other, in a direction opposite to that of the 
preceding experiment, the tendency of the respective electri- 
cities being to combine (16). The experiment is virtually the 
same in effect as Experiment 16, the only difference being, 
that the discs are both permanently electrified and in oppo- 
site states of electricity, instead of one of them being at first 
neutral, and dependent on the charged disc for its temporary 
electrical condition. 

24. Electrical action confined to the surface of bodies . — It 
is to be further observed, as a most important and charac- 
teristic feature of electrical action, that neither induction, 
attraction, nor charge, have any dependence whatever on the 
solid contents of conducting bodies, or even on the kind of 
substance of which such bodies consist. Thus, whether an 
insulated conductor (11) be a solid mass or a thin hollow body, 
whether it be metallic or whether it consist of any other con- 
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ducting substance, the electrical charge which it is capable of 
receiving, and the subsequent induction or attraction which it 
exerts, is in each case precisely the same : the only difference 
is, that inferior conductors, such as wood, require in some 
cases a very small portion of time for the accumulation and 
yielding up of electricity, whilst the action of the most perfect 
conductors, such as metals, is as it were instantaneous. 

The learned and ingenious Mr. Cavendish, whose distin- 
guished mathematical and philosophical attainments have 
conferred so much honour on British science, investigated the 
conditions of electrically charged bodies, so long since as 
the year 1775, and, as appears by his manuscripts, not only 
anticipated by most ingenious experiments, and in a way quite 
astonishing — considering the then existing state of electricity — 
nearly all the great facts, which, in 1785 and following years, 
appeared in the ‘ Memoirs of the Royal Academy of Sciences’ in 
France, but likewise many others of a very recent date. 

The following is Mr. Cavendish’s experimental investigation 
of the electrical conditions of an insulated hollow globe 
charged with electricity, given as nearly as possible and con- 
sistent with brevity in his own w'ords. 

Exp. 19. The intention of the experiment is “ to find 
whether, w'hen a hollow globe is electrified, a smaller globe 
enclosed within ft, and communicating with the outer globe by 
some conducting substance, is rendered at all over or under- 
charged, that is, positive or negative (15), and thereby to dis- 
cover the law of electrical attraction and repulsion.” To this 
effect a globe b b, fig. 12, of a foot in diameter, was mounted 
on an insulating axial rod d c of varnished glass, and then 
enveloped by two hollow hemispheres d ad, da d, leaving 
a space b a between the interior and exterior shells of about 
*4 of an inch, and constituting an external globe a d a d of 
about 13^- inches diameter. 

The two external hemispheres d ad, da d were insulated 
in rectangular frames, which, by an effectual but not very 
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refined mechanism could be turned back, so as to expose the 
interior globe b b and leave it quite free of the two hemi- 



Fig. 12. 



d 




spherical envelopes ; an operation indicated in the figure 
through the instrumentality of the insulating supports k' m ' 
k m and the sliding parts k k, k' k! . In some given point 
a of the surface, a temporary conducting communication 
a b was established between the inner and outer globes, by 
means of a short brass wire attached to an insulating silk 
thread, and by which the wire could be easily removed. 
Under these experimental arrangements, Mr. Cavendish com- 
municated an electrical charge to the outer globe, in which 
case, as is evident, if any part of the charge tended to pervade 
the system as a mass, it could freely do so by means of the 
conducting wire a b. “I drew out the wire a b,” says Mr. 
Cavendish, “ communicating between the inner and outer 
globe, which, as it was drawn away by a silk line, could not 
discharge the electricity either of the interior globe or the 
exterior hemispheres ; I then instantly separated the hemi- 
spheres, and applied a pair of small pith balls suspended by 
fine linen threads (17) to the inner globe, to see whether it 
was at all over or undercharged” (that is, either positive or 
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negative). This electroscope he further explains as being 
fixed at the extremity of an insulating glass rod, covered with 
a little tinfoil in that part intended to touch the globe. 
“ The result was, that though the experiment was repeated 
several times, I could never perceive the pith balls to separate 
or show any signs of electricity.” Every precaution apoears 
to have been taken in this experiment, it being so concnved 
that, on withdrawing the hemispherical shells, their electricity 
became speedily discharged, so that no subsequent electrical 
action could possibly arise. 

Mr. Cavendish further endeavours to discover how small a 
quantity of electricity, not sensible to his electroscope in its 
ordinary state, might be made apparent ; for which purpose 
he communicated to the balls (fig. 7) a weak positive or negative 
electricity : in this way he finds that he could render sensible 
a quantity of redundant electricity on the inner globe, less 
than the -j^th of that lodged on the outer; and hence con- 
cludes, that in his original experiment the redundant electri- 
city, if any existed on the interior globe, must “ certainly 
have been less than the ^th of that on the outer globe,” 
but he thinks “there is no reason to believe that the inner 
globe was at all charged with electricity.” 

Although this simple and perfectly conclusive experiment by 
Mr. Cavendish fully proves the tendency of electricity to the 
surface of common matter, yet the following, which may 
be taken as the converse of Mr. Cavendish’s process, is by no 
means unimportant. 

Exp. 20. Charge the ulterior globe n b, fig. 12, either 
positively or negatively, the hemispherical envelopes being 
drawn back, and the communicating wire a b removed : when 
so charged, replace the hemispheres about the interior charged 
globe, as shown in the figure, attach the communicating 
wire ah to a slight rod of varnished glass, by means of a 
cement of sealing-wax, and insert it, as before, so as to make 
a temporary communication between the interior and the outer 
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spheres ; withdraw the wire and turn back the hemispheres ; 
all the electricity will have left the inner and previously 
charged globe, and be found resident on the exterior hemi- 
spherical shells, which will be found to affect the electrosope 
(17) from the instant a conducting communication has been 
established between the inner and outer shells. 

These last experiments may be effectually carried out with a 
small sphere of 2 inches diameter, and hemispherical shells of 
light copper sheet ; the whole constituting an elegant piece of 
electrical apparatus. 

25. An experiment somewhat similar to that of Mr. Caven- 
dish has been described by M. Biot in his fine work 1 Traite 
de Physique,’ which if the student should fail to verify, he 
must not be disappointed. In this experiment an insulated 
conductor of a spheroidal form m, fig. 13, has closely fitted 
to its surface two 
similar spheroidal en- 
velops a be, adc, fur- 
nished with insulating 
handles bn, do, and 
without leaving any 
sensible space between. 

These shells being re- 
moved, the interior 

body M is charged with electricity ; after which the envelops 
are replaced, as shown in the figure ; on being again with- 
drawn, all the charge it is said will have passed into the super- 
ficial shells, and the interior body m will be found perfectlv 
neutral. Now it is quite clear that this experiment cannot 
possibly succeed, unless the envelops be rapidly and simul- 
taneously withdrawn ; so rapidly, as to exceed the rapidity of 
the electrical expansion over any small space or opening upon 
the surface of the interior body m, which will necessarily occur 
between the envelops at the instant of their separation, and 
so simultaneously that one shall not be in any sensible degree 
after the other ; for if it be, the charge will certainly expand 
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from the remaining envelop over the exposed part of the 
interior spheroid. This experiment, therefore, is much more 
precarious and inconclusive, and certainly far inferior to that 
of Mr. Cavendish. 

The experiment first proposed by the distinguished French 
philosopher Coulomb consisted in sinking several holes of 
about \ an inch in diameter in a solid conducting body, and 
then, having insulated and electrified this body, he introduced 
into the interior of these holes a small conducting disc of gilt 
paper fixed to the extremity of a thread of gum lac; this 
disc being again withdrawn did not exhibit any electrical 
manifestation ; he concludes therefore that the charge can- 
not pervade the substance of the body. The experiment, 
although true in its result, is still not perfectly conclusive, 
inasmuch as the disc may not, when passed into the interior, 
be susceptible of the previous inductive action requisite to its 
becoming charged with electricity ; we know that such is the 
case in the interior of charged glass, in which an abundant 
charge exists, and yet an insulated disc placed within it will 
not become electrified. 

26. Of this class of experiment the following may be re- 
garded as an instructive and important example. 

Exp. 21. Let $ be a thin hollow metallic sphere about 4 
inches in diameter, and having a circular 
opening at d, about an inch and a half 
across. Place this sphere on a long 
insulating support v. Let a be a small 
hall of brass about Jths of an inch in 
diameter, either solid or hollow, and 
insulated on a slender rod of glass c. 

Charge the small sphere a with elec- 
tricity so as to render it powerfully 
attractive and repellent of an insulated 
trial leaf electroscope t, and afterwards 
plunge it within the interior of the shell 
«, but without touching the edge of the 
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opening at d. Having brought this electrified ball in contact 
with the interior of the shell, withdraw it again by its in- 
sulating handle carefully, in a similar way. It will be found 
that every particle of the charge will have left the small 
sphere a to appear on the outer surface of the sphere s, 
which will have now become attractive and repellent of the 
trial leaf t : by a few repetitions of contact of the inner 
surface of s and the small sphere a, after being charged, 
the exterior charge upon s may be rendered very powerful ; 
for notwithstanding the previous communication of electricity 
to s, the small sphere a will be continually and completely 
robbed of its charge by contact with the interior of the shell. 
If the hollow shell s be originally charged, and the small 
insulated ball a in a neutral state be introduced within it, 
then, as in the experiment by Coulomb, it will not on removal 
exhibit any electrical sign. 

27. The most general and perhaps the finest experiment of 
this kind was that by Faraday, carried out in the lecture-room 
of the Royal Institution, in London, in Nov. 1837. Having 
constructed a light chamber of 12 feet cube covered with 
metallic leaf, and insulated by adequate supports, he placed 
himself within it, used lighted candles, very delicate elec- 
troscopes, and other tests of electricity; but although the 
cube was placed in communication with a powerful electrical 
machine, and charged so highly as to throw off powerful sparks 
and brushes of light from the exterior surface, yet not the 
least effect was produced upon the electroscopes and other 
bodies within.* 

28. Other sources of electrical excitation . — We have as vet 
considered ordinary electrical excitation as arising exclusively 
from friction ; it will, however, be requisite to understand, as 
before remarked (2), that although friction under some form 
is for common purposes the most available source of this pecu- 
liar state of certain bodies, yet it is not the only source : a 

* Electrical Researches, p. 3C6 '1074) 
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great variety of operations, both natural and artificial, are also 
causes of electrical disturbance ; such, for example, as pressure, 
simple contact, and other mechanical processes, — changes of 
temperature, — changes of form, — chemical changes, — magnetic 
influence, and some others. The following are interesting 
illustrations. 

Exp. 22. Excitation by chemical change of form and tem- 
perature . — Liquefy a little common brimstone by a gentle heat 
over a fire, in a covered earthenware vessel, and pour it into a 
dry wine-glass ; put a short rod of glass into the liquid, to 
serve as an insulating handle : when cold, remove the solid 
brimstone cone from the glass, and it will be found, by means 
of the trial leaf, to be in a state of active excitation, together 
with the glass, which will be in an opposite or positive state. 
Chocolate and several substances become electrically excited in 
this way in passing from a fluid to a solid state ; and the 
evaporation of pure water from a clean platinum crucible made 
red-hot is unquestionably attended by an electrical develop- 
ment. 

M. Pouillet, however, failed to verify this, and contends, 
with some reason and much ability, that all changes of this 
kind produce electricity by the attendant chemical action. 
Thus, in the evaporation from the earth’s surface, pure water 
becomes separated from its various saline impregnations. 
Now, it is undoubtedly true that the electrical indications 
from artificial evaporation are less from pure water than from 
saline solutions, and are always increased by the presence of che- 
mical action ; still the author of this work, by means of a very 
delicate manipulation, obtained electrical manifestations in the 
evaporation of pure water from a clean and heated surface of 
platinum, in which there was no fair ground for assuming the 
existence of chemical action. 

Exp. 23. Excitation from changes of temperature only. — 
Expose a piece of tourmaline to a moderate heat, by placing it 
on a common watch-glass carefully held over a spirit lamp for 
a short time. This curious stone, in cooling, will exhibit a 
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strong electrical action, just as if it had been excited by 
friction. Several crystallized gems become electrical in this 
way. 

Exp. 24. Excitation by chemical action. — Pour some dilute 
sulphuric acid upon coarse iron filings contained in a green 
glass bottle, and place the bottle on a small insulated stand ; 
then during the chemical action which ensues, the exterior 
surface of the bottle will appear electrified, and will attract 
the trial leaf when presented to it, or cause the electroscope 
(17) to diverge. 

Exp. 25. Excitation by contact only. — Let two circular 
discs, one of zinc and the other of copper, about 5 or G inches 
in diameter, be well polished and faced up together, and be 
mounted on insulating handles. Apply the faces to each 
other, and then separate them agaiu : one of the discs will 
give positive, the other negative electricity. 

The charge in this experiment is so extremely small as only 
to be made sensible through the medium of the most delicate 
instruments, to be hereafter described. It has been con- 
tended by our most celebrated chemists, that this weak charge 
is not the result of pure contact, but arises from an insensible 
but slight oxidation of the zinc surface from the moisture and 
oxygen of the air. Volta, however, with whom the experi- 
ment originated, as also many distinguished philosophers of 
the preset^ day, consider that the mere contact of the dissi- 
milar metals is the source of electrical change. The question 
is an important theoretical question, and still open to much 
investigation. 

Exp. 26. Excitation by contact with pressure. — Lay a piece 
of white silk ribbon, about 6 inches in length and 2£ inches 
wide, on a clean block of wood having an insulating handle. 
Place a similar piece of black ribbon immediately over it; 
cover this by a second block, and subject the whole to severe 
pressure by means of a common press. Withdraw the blocks 
and silk, and whilst sustaining the mass by the insulator, 
remove the upper block and separate the pieces of silk. Each 
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piece will have received a slight charge, sensible to a mode- 
rately delicate electroscope. 

Some exceptions have been taken also to this class of expe- 
riments, on the ground that it is impossible to apply pressure 
without friction, and that in the mere separation of the silk 
friction must necessarily ensue. Allowing, however, for all 
this, there is sufficient evidence for concluding that bodies 
pressed closely and powerfully together exhibit on separation 
electrical signs. Thus, among natural substances, wc find the 
separation of the laminae of mica, or Muscovy talc, attended 
by powerful electrical signs, and not unfrequently by the 
presence of electrical light. 

The ingenious De Luc, adopting the contact theory, arrived 
at a sort of spontaneous perpetual electrical excitement, which 
he termed the Electric Column, and which is constructed in 
the following way : 

Prepare a series of about a thousand or more small circular 
discs of silver, zinc, and paper ; place them in a glass tube pre- 
viously well dried, taking care that the discs are all placed in 
the same order, as silver — paper — zinc — silver — paper — zinc, 
and so on. Secure the extremities of the tube with corks 
or metallic caps, and let short wires pass through them, so as 
to press upon the terminating plates of the series, as in the 
annexed figure 15. Then by the contact and association of 
these bodies in consecutive groups, each extremity «£ b, of this 

Fig. 15. 




dry pile, as it is called, will evince opposite electrical states ; 
the zinc extremity being positive, and the silver extremity 
negative. A pile of this kind is extremely useful in affording 
at dell times weak positive or negative electricity. 

Excitation by the contact of metals and fluids. — Another 
powerful and peculiar source of electrical excitation consists in 
a similar arrangement of metals with water or moistened cloth 
interposed, commonly termed the voltaic pile. Copper and 
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zinc are the metals usually employed. If a series of about 50 
circular or square discs of these metals, of about an inch in 
diameter, be grouped in the order of zinc — moistened cloth — 
copper , both the zinc and copper extremity will exhibit attrac- 
tive and repellent effects, such as have been already described 
(16). The metallic plates, when square, may be joined at their 
faces, and placed so as to form a series of cells in a trough 
of wood, as in fig. 16. In this arrangement, if river water 

Fig. 16. 




be poured into the cells, the electrical power of the terminating 
plates is considerable ; the zinc extremity being electrified 
positively, and the copper negatively; and if the interposed 
fluid be a solution of common salt in water, a faint shock will 
be experienced on touching the opposite extremities of the 
series. 

Excitation by living animal matter. — Certain fish, such as 
the torpedo and gymnotus, have a similar electrical power, 
derived from a peculiar organ acted on by a fluid, and which 
enables them at will to excite a peculiar and very strong elec- 
trical action. 

Excitation by magnetic influence. — A peculiar species of 
electrical excitation may be caused by the influence of mag- 
netism on metallic wires, exerted either by the natural magnet 
termed the loadstone, or by a combination of steel bars, form- 
ing a compound artificial magnet. 

Exp. 27. Coil some hundred feet of copper wire, covered 
with silk, carefully round a soft iron bar, allowing the extre- 
mities of the bar to project freely beyond the coil. Fix the 
ends of the coil extremely near each other, and bring the ends 
of the bar into contact with the poles of a very powerful mag- 
net. A sort of electrical disturbance will ensue throughout 
the whole extent of the wire, which may be made to manifest 
itself in the form of a spark between the ends of the coil, and 



Digitized by Google 




32 



RUDIMENTARY ELECTRICITY. 



to exhibit other electrical indications; and this effect will 
be produced whenever we break or make contact with 
the magnet. Let m, fig. 17, be a battery of bent magnetic 
bars ; a b, a curved bar of soft 
iron having from 300 to 500 feet 
of copper wire coiled round it at e, 
the extremities of which, p n, come 
very near each other. Then, when 
a contact is made between the pro- 
jecting ends a b of the bar of soft 
iron and the ends or poles de of 
the magnet m, electrical indications 
will ensue between p and n. To 
facilitate the effect, one extremity 
of the coil is plunged into a small 
cup filled with mercury, and the 
opposite end is made to close as it 
were upon the surface, so as to be 
very near it : this arrangement, however, is not shown in the 
figure. 

We are indebted to the admirable researches of Dr. Faraday 
for this beautiful fact. 

With an arrangement of this kind, and with a coil of about 
3000 feet of wire, M. Pixii, of Paris, obtained ordinary elec- 
trical attractions and repulsions on leaf gold. In this case the 
magnet m was made to revolve rapidly on a strong central 
axis passing through o m, the poles or extremities d e being 
extremely near the ends a b of the curved bar of soft iron 
carrying the coil, so as to produce an insensible contact, every 
time the poles passed the ends of the bar ; the result was a 
continued current of most brilliant sparks between the extre- 
mities pn of the coil. Similar results were subsequently 
obtained by Mr. Saxton, who, by a most ingenious mechanical 
arrangement, caused the iron acb and coil c to revolve instead 
of the magnet. 

29. Electrical Manipulation . — A few remarks on the elec* 



Fig. 17. 
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trical manipulation requisite to the success of the several 
experiments we have hitherto described, may not be here 
altogether out of place. It may, however, be observed th&t 
these experiments have been purposely selected as being of 
the most simple and easy kind. 

In the first place we have to remember, that since water is 
found in the class of conductors (9), and that the success of 
electrical experiments mainly depends on good insulation, it is 
most important to select a dry atmosphere for such experi- 
ments ; or otherwise to render the air dry artificially by an 
Arnott’s stove, which is admiralty adapted to this purpose. 
It will be further desirable in certain cases to perfect the in- 
sulations by exposing them to the warmth of a small iron, 
heated to redness, and curved in such way as nearly to encircle 
the insulating support, as repre- Fig. 18. 

sented in the annexed fig. 18. 

Moreover, the surfaces of glass 
rods used as insulators should be carefully varnished over 
with a solution of shell lac in rectified spirit, laid on the 
glass before a fire, the glass having been previously warmed. 
If these precautions be not taken, ihe accumulated electricity 
will speedily disappear by conduction over the surface of the 
insulators (8). Silk threads intended for insulation should 
be treated in the same way. 

The principal articles requisite to the student for the 
prosecution of early experimental inquiries are the following : 
A few tubes of glass, varying from % to 1^ inch in diameter ; 
some glass rods from £th to ± an inch in diameter; a few 
filaments or stout threads of glass, of about the -j^th to the 
-Jp th of an inch in diameter ; silk thread of various sizes ; 
fine threads of unspun silk from the silk-worm, for the sus- 
pension of light bodies ; shell lac, common sealing-wax, a roll 
or two of brimstone, and one or two other electrics of the 
resinous class (5) ; a little soft white silk, coarse oiled silk, 
fine leather, and some dry woollen stuff and dry hare-skin, 
for excitation ; a piece of aurum musivum ; straw reed of 
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various diameters ; light cotton and linen thread ; a few small 
balls of wood and cork of various sizes, from ^ to ^ an inch 
iif diameter ; some small balls formed of the pith of elder, 
varying from the -j'^th to the -|rd of an inch in diameter, 
and which are easily produced by turning the pith about 
in small hemispherical cavities formed in any soft body 
capable of attrition, such as soft sand-stone ; sundry other 
light bodies, such as cotton wool, downy feathers, &c. ; a few 
books of Dutch metal and gold and silver leaf ; metallic rods 
of various sizes, — brass wire answers very well ; a few hollow 
metallic balls, — these are usfte.lv made of brass, and polished ; 
a solution of shell lac in spirits of wine. 

Electrical excitation is greatly promoted by the use of an 
amalgam of zinc, tin, and mercury, in the proportion of 1 part 
tin, 2 parts zinc, and 4 parts mercury" . The zinc should be first 
exposed to a melting heat in an iron ladle ; the tin is then to be 
added, and finally the mercury : this being gently heated in 
another small iron ladle, should be poured gradually" upon the 
liquefied metals, stirring the mixture carefully at the same time. 
After allowing the amalgam to cooldown, it should be poured, just 
before solidifying, into a wooden or iron box, and be constantly" 
agitated by shaking until cold. It will commonly be found in 
the form of a powder, or an easily pulverized mass. The mass 
should be triturated in an iron mortar, and sifted through 
a small muslin sieve, so as to obtain an extremely fine powder : 
this powder, when employed to promote excitation, should be 
rubbed up in a mortar with a little lard, just enough to hold 
the particles together, and be then spread on the rubber with 
a common palate knife. It is principally employed for the ex- 
citation of glass, which may be powerfully excited by this 
amalgam, applied to the rough side of oiled silk or basil 
leather. 

An insulating stand for the suspension of light bodies 
will be found very convenient to the student ; also one or two 
insulating tables. The former is easily obtained by running 
x slender rod of glass through a ball of wood or cork, and 
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fixing the ball on an extremity of a slender glass rod, as 
represented in the annexed fig. 19. A horizontal arm of this 
kind may be well employed for suspend- Fig. 19. 

ing a trial leaf, fig. 4, page 10. Wine- 
glasses with long stems, made dry and 
varnished, are convenient, when inverted, 
as small insulating tables : a common 
watch-glass, cemented by sealing-wax 
at the extremity of a long slender 
rod of glass, fixed on a firm base, is 
a very effective insulation. An insu- 
lating stool supported on four stout and 
well-varnished glass pillars, and upon 
which a person may conveniently stand 
or sit, is also a requisite piece of electrical apparatus. It may 
consist of a piece of well-seasoned mahogany about 14 inches 
wide and 20 inches in length. 

30. In conclusion it may be observed, that in all cases of 
excitation it is desirable to preserve the surface opposite to 
the excited surface in a perfectly dry . state, and protected 
from moisture : thus plates of glass will excite more freely 
on one surface when the opposite surface is varnished with 
shell lac, or what is better, coated over with sealing-wax. The 
electrical tube or ball described in Exp. 4 (7), being extremely • 
available to the purpose of the student, should be thus treated : 
the interior surface should he either varnished or coated with 
sealing-wax ; — this is effectually done by first pulverizing the 
sealing-wax, and then placing it within the tube ; after which 
apply a strong heat sufficient to dissolve the wax, and allow it 
to float over the surface of the glass. A tube thus prepared 
with the amalgam just described (29) will never fail, when dry. 
to evolve positive electricity in great quantity; and, when 
coated on the outside with sealing-wax or a thick coating of 
shell lac varnish, negative electricity also, as before observed 
(15), may be procured. In this case, however, the surface 
must be excited with woollen, or soft white silk, or hare-skin. 
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Prevailing Theories of Electricity — Views of Du Fay and Syranaer — The 

Franklinian Hypothesis — Views of zEpinus and Cavendish — Eales’s 

Hypothesis — Views of Faraday — Grove’s correlation of Physical Forces. 

31. Having now considered and illustrated by simple ex- 
periments some of the more obvious and elementary phenomena 
of ordinary electricity, those which first demand attention, and 
upon the clear apprehension of which all further progress in 
this department of science mainly depends, we may now 
briefly advert to the prevailing theories, or rather philoso- 
phical speculations, which have been advanced in explanation 
of them. 

If we examine the notions entertained by some of the more 
early Electricians, we find them to be, in many instances, of a 
somewhat rude and unsatisfactory character. Boyle imagined 
that an electric emitted a sort of glutinous effluvium which laid 
hold of small bodies and brought them back to the excited 
electric. The celebratedNewton, how ever, in two Queries at the 
end of his ‘ Optics,' appears to imagine, with his accustomed 
diffidence, that electric bodies, when excited, emit a very 
* attenuated elastic fluid or exhalation, in consequence of the 
vibratory motion of their parts. 

That electrical phenomena depend on some infinitely subtle 
and powerful agency pervading the material world, is in the 
present state of natural knowledge very probable. That this 
agency is either in itself a subtle form of matter, or a force 
originating in some all-pervading material element, differing 
essentially from any kind of matter of which we have the 
least cognizance, is also highly probable, although by no means 
certain. Admitting, however, these suppositions, two theories 
claim our especial attention. 

32. The first originated in the discoveries of Du Fay and Sym- 
mer (14). This theory supposes electricity to be an infinitely 
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attenuated fluid pervading the most compact bodies, being 
compounded of two primary elements possessing distinct 
and opposite properties. These elements, which are called 
vitreous and resinous electricities, are also assumed to be highly 
elastic fluids of perfect fluidity and elasticity, each repulsive of 
its own particles, but attractive of the particles of the other ; so 
that when combined, they completely condense or neutralize 
each other, and electrical repose or quiescence is the result. 
When, however, a disunion of these elements takes place, each 
becomes active, and hence the source of the phenomena of 
electrical excitation, which consists in a separation and 
abstraction of one of the elements, leaving the other in 
excess or uncompensated. The direct consequence of this 
is that the elementary electricity in excess, whichever it be, 
will tend to disturb the neutral electricity of any substance 
near it by operating upon the opposite elementary electricity 
it contains ; so that the balance of the two electricities in 
combination in the neutral body is overset, its electricity being 
separated, as it were, into its constituent elements. This 
constitutes induction (20). Now attraction is an immediate 
consequence of this induction, since the opposite electricities 
tend to unite, so that the bodies, if free to move, approach each 
other (23). When the opposite electricities are already in 
excess in two substances, they attract, and the bodies tend 
towards each other as before. Repulsion is supposed to arise 
from the excess of either of the elements in both the repellent 
bodies, the particles of which, by the hypothesis, repel each 
other. 

This theory does not recognize any peculiar affinity or 
attractive force between either of the electricities and common 
matter : it assumes, however, that there is an intimate associ- 
ation of the quiescent or compound element termed electricity 
with the particles of common matter, and that this electricity 
is indefinitely attenuated and imponderable. When resolved 
into its constituent elements, and a portion of one of them is 
abstracted, then the element in excess is found by the repulsion 
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of its particles in a thin stratum on the surface of the body 
where it is retained, within a hollow vase of air, by the pres- 
sure of the atmosphere. 

33. The second view of electrical action, differing essen- 
tially from the former, originated at the same time with Dr. 
Franklin in America, and with Dr. Watson in England, about 
the year 1747. It has been with justice called more especially 
the Franklinian Hypothesis, from the beautiful and extensive re- 
searches of that celebrated Philosopher, and the admirable way 
in which he brought them to bear on the general phenomena 
of electricity. This theory supposes the existence of a single 
elementary homogeneous fluid of extreme tenuity and elas- 
ticity, without weight, existing in a state of equable distri- 
bution throughout the material world; it is assumed to be 
repulsive of its own particles, but attractive of all other 
matter. When distributed in bodies in quantities propor- 
tionate to their capacities or attraction for it, such bodies are 
said to be in their natural state. There is in this case a sort 
of equilibrium of distribution, and the result is electrical repose. 
When, however, we increase or diminish the quantity in any 
substance, we disturb this equilibrium, and a powerful action 
ensues, arising out of the attractive force of the body to 
regain its natural share of the electric fluid, if its original 
quantity be diminished, or to throw it off upon other bodies, if 
increased. 

According to this theory, excitation is the result of a 
change in the relative attractive forces of the rubber and 
electric for electricity, when brought into contact ; in which 
case the attraction of the one for electricity is increased, and 
that of the other diminished. Still, however, whilst in contact, 
the equilibrium of repose is not apparently disturbed (6), 
since the two substances may be taken as one : when, however, 
we disunite them, the original attractions are restored whilst 
the new distribution remains, and the result is, that one of the 
bodies becomes overcharged with the quantity abstracted from 
the other, which is consequently minus or undercharged ; 
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that is to say, one is charged positively, the other nega- 
tively (6). 

Electrical Induction is the result of the tendency of the 
electric fluid to an equilibrium of distribution. If a body be 
overcharged, it endeavours to throw off the superabundant 
quantity upon any other body near it, - causing the electricity 
of the neutral body to recede to its more distant parts, so as 
to make, as it were room for it. (20) (21.) If under- 
charged, or deficient of its natural share, then the common 
matter of the body attracts towards it the electric fluid in any 
other neutral body near it, causing a flow, as it were, of the 
natural electricity of the neutral body from its more distant 
parts ; in either case disturbing the electrical distribution of 
the neutral body, and electrifying its opposite extremities, — 
the one positively, the other negatively (21). 

Attraction is an immediate consequence of this influence of 
induction, from the tendency of the opposite, or plus and 
minus states, to unite and equalize the distribution ; the 
attractive force of the matter of one of the opposed surfaces for 
electricity being increased, the other diminished. In fact, the 
one is in a condition to supply the electricity required by the 
other. 

Electrical Repulsion is the result of the repulsion of the 
particles of electricity collected in the repelling bodies when 
these are overcharged, and the result of the attraction of the 
denser fluid in the medium surrounding the body when under- 
charged. 

34. Both these theories, or rather hypotheses, explain readily 
many complicated phenomena of electricity, yet they must be 
admitted to be extremely defective in their geueral application 
to the mass of facts which they are required to elucidate : one 
of the great difficulties in the way of both, is the phenomenon of 
electrical divergence (13), since it may be shown, that if as- 
sumed to depend on a purely repulsive force existing in the 
molecules of an electric fluid, then it is a species of repulsion 
essentially different from any repulsive agency of which we 
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have the least experience, — its action being at great distances, 
and operating between distinct and circumscribed collections 
of repulsive matter disposed on the surfaces of bodies. But it 
may be shown on common mechanical principles, that no 
motion could possibly take place in this way. Some of the 
French philosophers, aware of this fact, have accordingly 
endeavoured to account for electrical divergence by a mecha- 
nical action on the surrounding air. The Franklinians, on the 
other hand, when they found it impossible to apply their 
principles to the divergence of negatively electrified bodies, 
that is to say, bodies from which the agency has been abstracted 
but upon which the repulsion is assumed to depend, resorted 
first to an attraction in the surrounding medium as the cause 
of the separation of such bodies. Many were in consequence 
led to explain every case of electrical divergence on this prin- 
ciple, and to deny the existence of a repulsive force in electricity 
altogether. As it became, however, difficult to support this 
view, they were finally led to assume that the repulsion in such 
cases arose from an actual repulsive force between the particles 
of common matter when deprived of their natural share of 
electricity ; all of which, it must be allowed, are only so many 
plausible excuses for a defective theory. 

These difficulties have been still further increased from the 
circumstance that very perfectly insulated bodies have bv 
modern experiments been found capable of retaining their 
charge in an extremely rarefied medium, such as that pro- 
duced by the most perfect air pumps, and that electrical 
divergence and attraction can be exhibited in such a medium, 
much in the same way as in a dense atmosphere. 

35. iEpinus and Cavendish were among the first to 
discover and supply the defect in what was termed the 
Franklinian Theory, by attributing a repulsive force to the 
particles of common matter when deprived of their electricity. 
Mr. Cavendish, in the Philosophical Transactions for 1771, lays 
down his hypothesis in the following way, which, although 
quite original with him, in no sense differs from that of iEpinus. 
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“ There is a substance which I call the electric fluid, the 
particles of which repel each other and attract the particles 
of common matter with a force inversely at some less power 
of the distance than the cube : the particles of all other matter 
also repel each other, and attract those of the electric fluid 
according to a similar law.” 

All bodies in their natural state contain such a quantity 
of electric fluid, interspersed between their particles, that 
the attraction of the electric fluid in any one point for a 
given particle of matter shall be equal to the repulsion of tlie 
matter on the same particle. In this state Mr. Cavendish 
considers the body as saturated with electricity. If the body 
contains more, he calls it overcharged, — if less, undercharged. 
This is the hypothesis, and upon which he bases a learned 
and most valuable mathematical investigation. 

36. In his subsequent manuscripts, however, Mr. Cavendish 
appears disposed to revise this hypothesis, as we find in a 
Paper termed * Thoughts concerning Electricity,’ and which is 
of a very interesting character, he says, “ Electricity seems to 
be owing to a certain elastic fluid interspersed between the 
particles of bodies ; and perhaps also surrounding the bodies 
in the form of an atmosphere : if it thus surrounds the bodies 
it can only extend to an imperceptible distance, that is, to a 
distance much less than that of the smallest distance within 
which two bodies can be made to approach ; the attractive 
and repulsive forces, however, extend to very considerable 
distances. That the electric atmospheres cannot extend far, 
is, I think, evident from the fact that the electric fluid will 
not pass from one conductor to another, however near they 
be, except by jumping as it were in the form of sparks ; 
whereas, if the electric atmospheres intermixed, it should 
seem as if the electricity might flow quietly from one to the 
other. Let any number of bodies which freely conduct 
electricity be connected by conducting rods, the electric fluid 
will be evidently equally compressed in all these bodies ; for if 
not, the fluid would move from the bodies in which it was most 
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compressed to those in which the compression was less, until 
the compression was equal : but yet it is possible that some 
of these bodies may be made- to contain more than their 
natural quantity of electricity, and others less. To make 
what is here said more intelligible, let us suppose a long tube 
to be filled with air, and let a given part of this tube, and 
consequently the air within, be heated, the air will thereby 
expand, and hence that part of the tube will contain less air 
than it did before, but yet the air in that part will be just 
as much compressed as in the rest of the tube : in like manner, 
if you suppose the electric fluid to be not only confined within 
bodies, but also to surround them ; then if any power be 
applied to prevent its extension from them, such bodies may 
be made to contain less electricity than they would otherwise 
do, but yet the electric fluid surrounding them will be just as 
much compressed as it would be if that power were not 
applied. — It will surely be needless to warn the reader not to 
confound compression and condensation.” Mr. Cavendish 
then proceeds to his hypothesis, and gives the following de- 
finitions and hypotheses : — 

“ Def. 1 . When the electric fluid within any body is more 
compressed than in its natural state, I call that body posi- 
tively electrified ; when it is less, I call the body negatively 
electrified. 

“ Def. 2. When any body contains more of the electric fluid 
than it does in its natural state, I call it overcharged ; when 
less, I call it undercharged. 

“Hyp. 1. Every body overcharged repels an overcharged 
body and attracts an undercharged body. 

“ Hyp. 2. Every undercharged body attracts an over- 
charged body and repels an undercharged body. 

“ Hyp. 3. When an overcharged body is brought near 
another body, it makes it less able to contain electricity than 
before. 

“ Hyp. 4. When an undercharged body is brought near 
another, it makes it more able to contain electricity.” 
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Upon these principles Mr. Cavendish, with the aid of certain 
corollaries, proceeds to explain the phenomena of electricity. 

In some additional notes he considers the case of a fluid 
“ whose particles mutually repulse each other” and uniformly 
spread through infinite space,” and says, if the repulsion be 
inversely as the nth power of the distance, n being greater 
than 3, it would constitute an clastic fluid like air, “ except 
that the elasticity would be as the n + 2 power of the dis- 
tance of the particles inversely, or as the power of the 

density directly.” 

37. Eales, an intelligent Irish gentleman, who wrote on the 
subject of electricity about this period, viz. 1/71, advances an 
hypothesis, which, upon the whole, may be probably found 
less embarrassed than either of the preceding. Mr. Eales 
assumes, in common with other philosophers, the existence 
of an extremely subtle agency, termed electricity or the 
electric fluid, and, as appears by his letters to the Royal 
Society in 1757 and 1758, he was one of the first to discover 
the two elementary electricities of which the electric fluid is 
said to be composed. These two electricities, or electrical 
powers, as he terms them, consist of two distinct elastic 
media, which equally condense and attract each other, and are 
at the same time equally attracted by all other matter: they are 
supposed to be repulsive of their own particles, and to have 
each, when separated from the other, a power of expansion in 
all directions, the limit being determined by the attractive force 
of the matter of the electrified substance acting against the 
electrical force of expansion. In this way an electrical stra- 
tum is conceived to exist about any substance charged with 
electricity, held to its surface by the attractive force of the 
matter of which the substance consists. Excitation, as in the 
first theory, consists in a separation and .abstraction of one 
of these elementary forces, leaving the other in excess. In- 
duction is the result of the expansion of the electricity in 
excess towards any neutral body, — attracting the one element. 
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but repelling the other element of the electricity of the neutral 
body, and so disturbing its electrical state (21). Attraction is 
the consequence of this by the combination of the opposed 
electricities (23), which condense each other at a distance, and 
so drag the bodies together as it were through the medium of 
their respective electrical strata held by attraction to their 
surfaces. A similar attractive effect results from the ex- 
pansions of the electricities of two substances oppositely 
electrified (23). If the two electrified expansions be similar, 
as in the case of similarly charged bodies, then the meeting of 
these at the point of contact will cause the bodies to separate 
up to a distance at which the repulsive action of the elementary 
electrical particles is balanced by the attractive force of the 
matter of the bodies for these particles (23). 

Such were the views of Mr. Eales ; aud it must be allowed 
that they involve less difficulty than either of the others. 
That two opposite electrical forces or powers are called into 
play in every case of electrical action, is quite certain, from 
whatever source they may be conceived to be derived ; and it 
is hence only required to explain how these forces act in 
bringing about the perceived effects. Mr. Eales had certainly 
the merit of originating a doctrine of opposite electrical forces ; 
but being a prolix, and in some respects a rather unmethodical 
writer, his views have not met with that attention which they 
really merit. 

38. Within the last 25 years a bright light has been 
thrown on the probable nature and laws of electrical action, 
through the magnificent researches of Faraday. This justly 
celebrated philosopher, recognizing two kinds of electrical 
force, conceives electrical induction to depend on a peculiar 
form of physical action, propagated between contiguous mole- 
cules of force. In these intermediate molecules a separation 
of the opposite electricities takes place, aud they become 
disposed in an alternate series or succession of positive and 
negative points or poles : this he terms a polarization of the 
particles, and in this way the force is transferred to a distance. 
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Thus, if in fig. 20, p represent a positively Fig. 20. 
charged body, and abed intermediate molecules, 
then the action of p is transferred to a distant 
body n by the separation and electrical polariza- 
tion of these molecules, indicated by the series of 
black and white hemispheres. Now if the par- 
ticles can maintain this state, then insulation 
obtains ; but if the forces communicate or dis- 
charge one into the other, then we have an equa- 
lization or combination of the respective and 
opposite electricities throughout the whole series, 
including p and n. 

39. Although in the above fig. 20 we have resorted to the 
exhibition of gross material particles by way of illustration, 
yet the theory is not dependent on the actual existence of 
such particles, as usually assumed in the chemical doctrine of 
material atoms ; rather on the contrary, it contemplates some- 
thing much more refined. This theory is in fact limited to 
the laws and arrangement of powers or forces, either as exist- 
ing through space or through common matter, without at all 
considering indefinitely small atoms of mere solidity having 
certain powers impressed on them. Faraday does not stop 
to associate together by incomprehensible mechanical relations 
an hypothetical electric fluid, with gross matter such as this, 
but comes at once to a positively existing state of things. If 
we are to have assumptions in this branch of physics, which 
it appears we must, then he conceives that we should assume 
as little as possible. Now it is safer and more simple to 
assume the existence of molecules, or atoms, taken only as 
mere centres of force, than the existence of little impenetrable 
nuclei of solidity with superadded powers. In the latter 
case, if we take such atoms as indefinitely small, they at last 
vanish into mere mathematical points, and become as so many 
nothings ; still the forces grouped around them are left, and 
in this way we conceive only of material atoms, as so many 
centres of force, — and which force may be further conceived 
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to pervade all space, and penetrate every thing we call sub- 
stance. In fact, we find nothing in space, either vacant or 
occupied by commqn matter, but forces of various kinds, and 
the lines in which they are exerted. The student, it is true, 
may find it difficult to bend his mind to the conception of mere 
forces or powers, independent of a something separate from 
these forces, and which we call matter ; yet he must remem- 
ber, that in this branch of science it is really with powers or 
forces only that we are concerned, and that it is far more 
difficult after all to imagine matter without powers or proper- 
ties of force, than the forces without the matter. We recognize 
the forces almost everywhere (1), but we recognize the ultimate 
atom of mere solidity nowhere, except in the imagination. 

Considering then what we call an atom of matter as an atom 
of force, matter will be continuous and devoid of space within ; 
for the grouping together of such atoms into a mass will give 
that mass every property, as regards force, which we observe 
masses to possess ; and nothing can be supposed of the dispo- 
sition of force in or about an indefinitely small solid nucleus, 
that cannot be equally well referred to a centre of mere force 
without the solid nucleus : it is hence competent to us to 
reason upon such forces and centres of force, just as we should 
of solid atoms and the forces superadded to them. In the way 
of hypothesis, as regards forces, the solid nucleus is of no use to 
us whatever — supposing the material forces to be compressible 
or extensible, that is, to possess the quality of elasticity — 
then we have no difficulty in conceiving the increase or 
decrease of matter in bulk ; nor shall we have any difficulty in 
conceiving the propagation of that species of electrical action 
which we call conduction, or the arrest of it, which we call 
institution, without having an intervening nonentity space to 
jump over ; which is a sort of negation of all properties what- 
ever, so that in the new views which Faraday has advanced 
relative to electrical action, he has very wisely disencumbered 
his mind of the presence of what may be termed solid material 
atoms, and recognized only certain forces and laws of force, 
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which are as well known to us as the force of gravity and lines 
of gravitating force. In this sense we have lines of electric 
force, of inductive force, of magnetic force, and so on. 

If intervening particles of common matter, taken as centres 
of force, he present, they may, and probably do, take part in 
carrying on the line ; but if not, the line extends through 
space. Such lines of force, either straight or curved, being 
conceived to unite centres of force and masses together, then 
certain affections of these lines, as vibrations either lateral or 
oblique, or any other kind of affection, may give rise to a great 
variety of new phenomena. 

This theory then being limited to mere powers or forces, 
and the laws of their arrangement, considers particles of com- 
mon matter taken as centres of force, as being more or less 
conducting; the particles not being in their quiescent state 
arranged in a polarized form (fig. 20), they become so by the 
influence of contiguous and charged particles, — they then 
assume a forced state, and tend to return by a powerful 
tension to their original normal position ; — being more or less 
conductors, the particles charge either bodily or by polarity ; 
— contiguous particles can communicate their forces more or 
less readily one to the other : when less readily, the polarized 
state rises higher, and insulation is the result; when more 
readily, conduction is the consequence. Hence conductors 
and insulators are bodies whose particles have naturally more 
or less power to communicate the electrical forces, just as 
they possess other natural properties. Induction is the action 
of a charged body upon insulating matter, or matter the 
particles of which communicate the electrical forces to each 
other in an extremely minute degree. Such are the theoretical 
views and results of Faraday’s investigations ; and it must be 
allowed that he has placed them, by a most conclusive sequence 
of experiments, carried out with admirable skill and profound 
reasoning, far within the limits of mere conjecture. 

40. Grove, in a very elegant and able Memoir on the 
‘ Correlation of Physical Forces,’ considers all those peculiar 
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powers which we term electricity, magnetism, heat, light, &c., 
as correlative, and as having a reciprocal dependence on each 
other, through the agency of motion, into some form or mode 
of which they may be resolved. Thus the gross and palpable 
motion which is arrested by the contact of one body with 
another, may be resolved into molecular vibration, undula- 
tions, &c., and which vibrations or undulations constitute heat 
or electricity as the case may be, — a view supported by an 
authority no less than that of the great Lord Bacon, who, 
from a large induction of facts, concluded that heat is essen- 
tially motion. 

The student, however, will do well to remember, both for 
his own sake and for the sake of others, that all these specula- 
tions are mere assumptions, that what we call a theory or 
hypothesis is a sort of artificial representation to the mind of 
a possible way in which observed phenomena may be linked 
as it were into a consecutive chain, — but of the actual truth of 
which we can assert nothing : we must hence be very careful 
not to substitute the assumption for the fact, and yield to the 
temptation, so strongly fostered by habit, to refer observed 
phenomena to certain recognized views, to which the mind 
may have been long moulded and shaped. 
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41. Instruments for indicating the presence and quality or 
kind of electricity are termed Electroscopes and Condensers . — 
Electroscopes consist of any delicately suspended light body, 
capable of yielding to the smallest degree of force. Downy 
feathers, reeds, small balls of the pith of elder, fragments 
of cotton wool, &c., when suspended by fine filaments of silk 
or cotton from any convenient support, such as that shown 
in fig. 19, constitute the readiest and most simple form of 
this instrument. The metallic leaf already described (13), 
attached to a slip of paper and suspended in any convenient 
w'ay, is perhaps the best electroscope of this form : when 
constructed of leaf gold or silver, and shielded by plates of 
glass, it is sensible to the least possible force. Of the more 
elaborate kinds of electroscope, the following are worthy of 
attention. 

The Balanced Needle. — This form of electroscope may be 
advantageously constructed as follows : upon a short bent 
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c d, so as to form arms of unequal length : the long arm c d 
carries a light disc d of stiff gold paper, of about i au inch in 
diameter ; fhe short arm a b carries a balance weight b, which 
may be a small shot or a ball of sealing-wax. The whole 
is delicately poised by a central point n upon a short piece 
of brass rod h, supported on a varnished rod of glass hs. 
The balance may be readily adjusted by sliding the reeds a b 
and c d upon the bent brass wire, so as to elongate or contract 
the opposite arms. 

When this needle is used to detect the mere presence of 
electricity by its attractive force, a metallic thread is hung from 
the brass rod h so as to uninsulate the needle, and the excited 
or other electrical substance is presented to the disc d. If we 
require to determine the kind of electricity, we withdraw the 
metallic thread from k, insulate the needle, and electrify the 
disc d either positively or negatively : on again presenting the 
electrical substance to the disc d, it will be either attracted or 
repelled, according as the electricity is of the same or of an 
opposite kind to that with which the disc is charged (16). 

Single Gold-leaf Electroscope . — An instrument of this kind 
was first described by Dr. Hare, of Philadelphia. It is best 
constructed in the following way. A slip of gold leaf, about 
3 inches in length, and -j^ths of an inch wide, is suspended 
from the extremity of a small brass rod, within a glass 
cylinder or sphere, as in the annexed 
figure 22 . Immediately opposite the 
lower end of the leaf a similar small 
rod of brass passes through the side 
of the sphere, carrying a gilt disc 
of wood or paper c, of about half an 
inch in diameter : both these slender 
brass rods terminate in small plates 
of brass or gilt wood, a and b, also 
about half an inch in diameter. The 
metallic rod at a slides through 
pieces of cork, contained within a 
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short varnished tube of glass, supported by a wooden cap ; or 
a piece of cork.may be placed in the straight neck of the glass. 
The second rod b c slides through cork in a similar way, either 
inserted in the opening originally formed with a neck in the 
side of the sphere, or in a cap of wood, cemented about the 
hole drilled through the glass. The whole is sustained on a 
convenient foot-piece. A common spherical lamp-glass with 
a hole drilled in its side, or a small chemical receiver, in which 
an opening in the side with a neck is already present, will be 
found convenient substitutes for a glass receiver made expressly 
for the purpose, as represented in the figure. 

If we require to detect by means of this electroscope, which 
is to the highest degree sensible, the presence of electricity, a 
thread of metal is hung on the rod b, so as to admit of a free 
inductive action (23), and the electrical body is then brought 
into contact with the disc a. When the distance between the 
leaf and the disc c is made very small, the most minute force 
of attraction becomes apparent. 

If we require to determine the kind of electricity, we slide 
the wire of the disc c so ns nearly to touch the leaf, and then 
electrify gently the leaf or disc c, either positively or negatively, 
with moderately excited glass or wax. The leaf will then be 
repelled, and standoff from the disc (16). Under these circum- 
stances, if w'e present the electrical body to one of the plates 
a or b, the leaf will either diverge more freely, or collapse 
towards the disc c, according as the electrical state of the sub- 
stance under examination is of the same or of an opposite kind 
to that with which the leaf had been previously charged (17). 
In the use of this instrument care must be taken to preserve a 
dry atmosphere within the glass receiver, w'hich may be, if re- 
quired, removed from its foot, and held for an instant over a 
warm. iron. The glass also, about the openings through which 
the brass rods pass, should be carefully varnished. With pro- 
per care, it is quite astonishing how sensitive the instrument 
becomes to the smallest electrical force. 

Electroscopes of Divergence . — Two small balls of the pith 



Digitized by Google 




52 



RUDIMENTARY ELECTRICITY. 



of elder, attached to a thread of silk or cotton, and hung 
over any appropriate insulating sup- . Fig. 23. 

port, as in fig. 23, constitute an elec- 
troscope of divergence. If the halls 
be electrified either positively or nega- 
tively, they diverge (17); and any 
substance in an oppositely electrical 
state will, if brought near them, cause 
them to collapse more or less (17); 
whilst a substance in the same elec- 
trical state increases the divergence. These have been termed 
‘Canton’s Balls,’ from their being first employed by that 
skilful Electrician. The Earl of Stanhope constructed 
an electroscope of divergence by suspending two deli- Fig. 24. 
cate reeds, terminating in pith balls, quite parallel to 
each other, as shown in fig. 24. This electroscope is 
more sensitive from the parallelism of the reeds, since 
the divergence will be more sensible when the legs of 
the electroscope hang parallel than when their upper 
extremities are in contact. 

The electroscope adverted to, fig. 7 (17), will be 
found an extremely useful and convenient arrangement 
from the facility with which electricity may be con- 
veyed to the suspended bodies through the me- 
dium of the short metallic wire to which they are 
hung. 

Mr. Cavallo obtained a delicate suspension by hanging the 
balls on short pieces of silver wire, formed into a loop at the 
upper ends, and moving on a ring of the same wire, as a point 
of suspension : this method gives extreme freedom of mo- 
tion. 

A very delicate and simple electroscope may be thus con- 
structed : cement a long light reed a b, fig. 25, upon the large 
end of a thick but finely pointed needle ; pass the needle and 
reed centrally through a small cork ball, and balance the sys- 
tem about the needle point a, by means of two stout pins 
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thrust obliquely into the cork, aud 
having a small quantity of sealing- 
wax melted upon them, to insure 
the stability of the system. Let the 
whole be supported on a short brass 
wire t a, sustained on a slender rod 
of glass p t, so that by a short arm 
t v the whole may be put in commu- 
nication with the ground, according 
as we require to exhibit an attrac- 
tive or repulsive effect on a pith ball 
b fixed on the end of the reed. 

Bennett's Gold-leaf Electroscope . — This is one of the mos* 
perfect and beautiful of this 
class of instruments. It con- 
sists of two slips of gold leaf, 
attached to short slips of 
paper, and suspended parallel 
to each other within a glass 
receiver by means of a rod of 
brass passing through a var- 
nished glass tube, insulated 
in its neck, as represented in 
fig. 26. The end of the brass 
rod a is split open, and formed 
into forceps for holding the paper slips to which the leaves 
are attached, whilst the opposite extremity carries a small 
disc of metal or of gilt wood d, as in the single-leaf electro- 
scope, fig. 22. 

When we require to ascertain either the presence or kind of 
electricity, the electrified substance is brought in contact with 
the plate at d. The leaves then separate, as shown in the 
figure ; the separation being permanent, at least for a short 
period of time. The kind of electricity is ascertained bjPpre- 
senting a gently excited rod of glass or sealing-wax to the cap 
d ; the leaves will then either collapse or have the divergence 
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increased, according as the electricity with which they have 
been previously charged is of the same or of the opposite kind 
to that of either of these excited bodies (17). It may be re- 
quisite to observe that the sensibility of this instrument is such 
as to require extfeme care in the progress of such experiments. 
We should only operate with very gentle electrical forces, just 
sufficient to produce a decisive effect on the leaves of the in- 
strument, and no more. Such is its sensibility, that a slight 
flap wffh a silk handkerchief on the plate d will render the 
leaves divergent. The Rev. A. Bennett, the inventor, found it 
powerfully affected by the mere projection of powdered chalk 
upon the plate from a common brush, or by wind blown upon 
it from a common bellows. It may be employed with advan- 
tage for Experiments 9 and 1 1 . 

The slips of gold are easily managed in their application to 
this instrument, if the proper means be resorted to, otherwise 
the process of applying or replacing them is tedious and diffi- 
cult. The gold leaf should be laid on a leather cushion, and 
handled with a flat clean palate knife, made very dry. The 
slip is cut, or rather divided, by the edge of this knife drawn 
with pressure over it parallel to one of the sides of the leaf ; a 
small short slip of gilt paper, gently moistened at one end with 
the lips, is then applied to the gold slip, by which it may be 
readily raised off the cushion. In placing the two leaves in 
the instrument, it is desirable to separate them a little by a 
very thin slip of gilt cork, so as to allow of their hanging 
parallel and free, without absolutely touching.* 

42. The Electrical Condenser . — We are indebted to Volta for 
this most important instrument, which is an application of the 
principle of approximated surfaces (21) to the detection of 
extremely small forces. It may be inferred from Experiment 
15 (21) that an electrified conductor b, fig. 9, has a certain 

* Tks management of leaf gold and other metallic leaf being of im- 
portance to the Electrician, he should provide himself with a hard leather 
cushion, a palate knife, and wooden forceps, such as are used by the gold 
beaters. The gold leaf employed should be firm, and of the best quality. 
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portion of the charge masked or neutralized when brought near 
a similar neutral body a in conducting communication with the 
earth. Under these circumstances, the effect of the distant 
surface c upon an electroscope may be not only very greatly 
diminished, but may be even reduced to nothing, or nearly so. 
Iu order, therefore, to affect the electroscope as before, an ad- 
ditional quantity of electricity is required, in consequence of the 
exclusive or compensating action between the opposed surfaces 
a h. Imagine, then, this additional quantity to be thrown upon 
the already charged conductor b, and the electroscope attracted 
in the same way as before. It is evident that if we now, under 
these circumstances, remove the opposed compensating surface 
a, that is to say, the body a, we shall immediately set free the 
previous quantity which it held in abeyance, and the electro- 
scope will become attracted with the united forces of the whole, 
and so evince an increased effect. The near approximation of 
such a surface therefore enables an insulated conductor to 
absorb or receive a greater quantity of electricity under the 
same amount of activity, as shown by an electroscope, than it 
could otherwise support. In other words, it acquires an in- 
creased electrical capacity : this is, in fact, the principle of the 
condenser. Let two metallic discs a b, fig. 27, be placed 
extremely near each other, but 
so as not to touch, one of them, 
a, being insulated and sustained 
on a rod of varnished glass, the 
other, b, being supported on a 
metal rod, and hence uninsu- 
lated. If in this case a con- 
ductor or other body charged 
with a quantity of electricity so 
small as to be insensible to the 
most delicate electroscope be 
applied to the insulated disc a, and be again removed, then, 
by the influence of the opposed disc b, that small charge 
will have been all absorbed by the insulated disc a, and will be 
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sensible to the electroscope t directly u is removed. This 
instrument, for the greater convenience of manipulation, is 
usually attached to the double gold-leaf electroscope, as shown 
in fig. 26, — the uninsulated disc being moveable on a hinge h, 
by which it may be turned back. 

An efficient and powerful condenser of a simple kind may 
be formed by placing a circular disc of wood, covered with 
tin-foil or metallic leaf, very near a smooth table, which is 
easily done by allowing it to rest on three small fragments 
of common window glass coated over with sealing-wax, or 
otherwise varnished. This disc may be about a foot or more 
in diameter, and | inch or a little more in thickness ; it should 
be furnished with an insulating handle, d, fig. 31, page 67. 
If it be now required to examine any substance in so low an 
electrical state as not to affect a delicate electroscope, we bring 
it into contact with the disc, which, from its proximity to the 
table, can now absorb a quantity of electricity of which it was 
not otherwise sensible. If we now remove the disc by its 
insulating handle, and apply it to the electroscope, fig. 26, the 
leaves immediately diverge, by which both the presence and 
quality of a very minute quantity of electricity may be ascer- 
tained. If two plates of 1 foot in diameter be placed verti- 
cally, as in figure 27, and a fine trial leaf t be attached to the 
hack of the insulated disc, we have at once a condenser and an 
electroscope of great sensibility and simplicity. 

If, instead of transferring the plate immediately to the elec- 
troscope, we apply it to the second smaller condensing plate 
attached to the electroscope, as in fig. 26, and repeat the* 
operation upon this second condenser, then it is quite asto- 
nishing how small a quantity of electricity may be detected, 
especially by repeated contacts with the first condenser, before 
turning back the plate of the condenser attached to the elec- 
troscope. 

This process of multiplying the effects of very small forces 
has been extensively employed by Electricians in very refined 
electrical inquiries, and has given rise to instruments termed 
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* multipliers ’ and ‘ doublers ; ’ these, although exhibiting 
great skill and ingenuity in construction, are still liable to 
considerable objection, being of themselves, from their ex- 
treme delicacy, liable to induce a low state of excitation, and 
hence to manifest equivocal results. 

INSTRUMENTS FOR EXCITING AND COLLECTING 
ELECTRICITY. 

43. Any instrument for the excitation and collection of elec- 
tricity is termed an electrical machine. Those machines in 
which the excitation is produced by friction consist, 1st, of 
some electric to be excited ; 2ndly, a rubber or cushion by 
which the excitation is effected ; 3rdly, an insulated conductor 
for collecting the excited electricity. Thus the glass tube, 
fig. 2, page 6, with its wire and ball excited by silk held in the 
hand, is in fact an electrical machine, — the tube being the 
electric, the hand and silk the rubber, and the attached metallic 
wire and ball the insulated conductor for collecting the excited 
electricity. If the tube be about 1{- inch in diameter and 
about 2 feet in length, and be rubbed with the rough side of 
black oiled silk, smeared over with an amalgam of tin, zinc, 
and mercury (29), the excitation is by no means incon- 
siderable ; strong electrical sparks will be thrown off from the 
conducting wire and ball, and other powerful effects will be 
obtained. In the early periods of this branch of science, glass 
tubes, brimstone, amber, and other electrics, subjected to 
friction by means of the hand, were commonly resorted to as 
an easy means of generating electricity by friction ; but as 
.further advances were made, and the great importance of the 
subject became apparent, a more complete and powerful kind 
of apparatus was naturally sought for. The first attempts of 
this kind consisted in the revolution of globes of glass, aided 
by some kind of mechanism. These were made to turn round 
against fixed cushions, the generated electricity being collected 
upon insulated conductors. We are indebted to a philosophical 
Burgomaster of Magdeburg, the ingenious Otto Guericke, for 
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the first idea of a machine of this kind. Having mounted a 
globe of brimstone on an axis, he caused it to revolve against 
the hand, and thereby obtained a rapid and powerful excita- 
tion. 

A great variety of electrics have been treated in this way, 
giving rise to machines of different forms and construction, 
some of them of a very complicated and unwieldy kind. All 
these, however, have become finally resolved into one or two 
forms of apparatus now in use, in which the electric to be 
excited is either a hollow cylinder or a circular plate of glass. 
We shall, for the sake of perspicuity, confine ourselves to a 
description of a few of the most perfect of this class. 

*14. The annexed fig. 28 represents a cylindrical electrical 




machine of an improved kind, in which a a is a hollow glass 
cylinder, having wide open ends fitted with caps of wood. 
These caps have projecting pivots, which sene as the ex- 
tremities of a horizontal axis, and turn in pivot-holes drilled in 
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spherical pieces of wood or metal, a a, cemented on vertical 
glass pillars, a b, a c, the whole being fixed on a firm wood 
base, c b. A flat cushion, or rubber of coarse oiled silk t, 
stuffed with wool or hair, and backed by a wooden cylinder w, 
covered with tin-foil, is fixed at a b on a vertical glass pillar 
s n, attached by a sliding piece s to the base c b, by which it 
is caused to bear with greater or less force against the glass 
cylinder. There is a screw at s for confining the slide in any 
given position. The rubber a b is supported loosely against 
the wood cylinder by two brass pins, and is furnished with 
a long flap of thin silk f, oiled on one side only, sewed to its 
outer edge : this rests upon and passes over the upper surface 
of the cylinder, the rough side being next the glass. Imme- 
diately opposite the termination of this silk flap there is a 
small cross arm of brass p, carrying three or four short points 
for catching up the vitreous or positive electricity from the 
glass as it emerges from beneath the silk flap, and transmitting 
it to the insulated cylindrical conductor p. A similar cross 
arm transmits the negative or resinous electricity of the rubber 
to the insulated conductor n : the cylinder is set in motion by 
a winch w, having an insulating handle of glass, and fixed to 
one of the projecting pivots. Each cap of wood consists, 
together with the pivot, of a single piece, and is fitted securely 
in the projecting glass necks by attached pieces of fine cork, 
so as to admit of the cap bang occasionally removed, and the 
interior of the cylinder rendered very dry and clean. For a 
perfect development of the power of such a machine, it is 
requisite to free the glass from all dirt and moisture, both on 
its inner and outer surface. The cushion or rubber should be 
covered with the amalgam of tin, zinc, and mercury, already 
described (29), which may be spread on it by the aid of a 
little lard, and the surrounding air should be rendered as dry 
as possible. 

45. When under these favourable circumstances we put the 1 
cylinder in motion, the conductors p and N being removed, 
brilliant scintillations and lines of light will dart round the 
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under surface of the cylinder, between the termination of the 
silk flap and the rubber ; brushes of light and luminous co- 
ruscations will frequently appear to fly off into the air from 
under the flap, presenting in the dark an extremely beautiful 
appearance. If a pointed metallic rod be held in the air in 
front of the silk flap, a bright star of light will appear to settle 
on it, even at a considerable distance from the glass. When 
the conductors are placed as shown in the figures, and the 
knuckle of each hand presented, one to the conductor p, and 
the other to the conductor n, a current of bright and powerful 
sparks will pass between the knuckles and each of the con- 
ductors ; and if w'e observe at this time the points on the 
cross arms, those on the positive conductor p will appear as 
simple luminous points or stars, whilst those on the conductor 
n will be divergent, and present to the eye the appearance of 
a luminous brush. If we suspend a chain of small metallic 
beads, strung together on a silk thread, between two metallic 
rods fixed on the conductors p, n, it will appear as a sort of 
brilliant necklace of luminous beads, the effect of which is 
frequently dazzling to the eye. 

"When we require to collect vitreous or positive electricity, 
we present the substance to be charged or electrified, to the 
positive conductor p, and connect the negative conductor n,. or 
otherwise the cushion itself, with the earth, by which means 
electricity becomes continually supplied to the revolving glass 
cylinder. When we require negative or resinous electricity, we 
reverse this arrangement. The body to be charged is pre- 
sented to the negative conductor n, and the positive conductor 
p connected with the earth, so as to relieve the surface of the 
glass cylinder of the electricity thrown on it, and enable it to 
develop a continual excitation in the rubber, and consequently 
a constant supply of negative electricity to the conductor n. 

46. It has been usual in constructing these machines to 
form the end of the glass cylinders into narrow necks, and 
close them up ; but it is far preferable to have them wide and 
capacious, so as to admit of drying and wiping out the in- 



Digitized by Google 



THE PLATE-GLASS MACHINE. 



61 



tenor. The condensation of moisture on the interior of the 
surface is fatal to the action of the machine, from the con- 
duction it affords to the return of the induced electricity over 
the interior of the glass to the cushion. In fact, if the con- 
ductors p and n be joined by a curved wire, all the phenomena 
we have just described will vanish. It was probably from this 
circumstance that some of the early Electricians found their 
glass globes and cylinders ^improved in power by coating the 
interior with some resinous composition, by which the non- 
conduction of the vitreous surface was rendered more perfect, 
and moisture less liable to condense on it. Electrical machines 
of this construction are made with glass cylinders varying 
from 4 inches to a foot or even to 20 inches in diameter, and 
from 6 to 18 inches in length. 

47. The Plate-glass Electrical Machine . — About the year 
1776, Van Marum was led to employ a circular disc of shell 
lac as a convenient form of electric for excitation. This was 
soon followed by a disc of plate glass. Ingenhouz, Van 
Marum, Ramsden, and Cuthhertson, appear to have been the 
originators of electrical machines of this kind. The machine, 
as constructed by Cuthhertson, about the year 1 783, consists 
of a circular disc of plate glass, from 2 to 7 feet in diameter, 
mounted on a horizontal axis of metal, and sustained by 
a vertical frame of mahogany, to which are fixed two pairs 
of cushions or rubbers, one pair above, the other below. This 
plate is turned round between the rubbers by a winch fixed at 
the extremity of the axis. The electricity is confined by flaps 
of oiled silk, extending from each pair of cushions round one- 
fourth nearly of the circumference of the plate, and is then 
collected by two rows of points opposite its horizontal diameter, 
and communicating with an insulated metallic conductor. 

In this arrangement we have only the vitreous or positive 
electricity of the plate. To obtain the resinous or negative 
electricity of the cushions, it is requisite to connect them by a 
slip of metal let into the frame-work, and to place the whole 
machine on pillars of glass. In this case the conductor. 



Digitized by Google 




62 



RUDIMENTARY ELECTRICITY. 



which was before insulated, must communicate with the 
ground. 

This machine is prepared for excitation as already described 
(44). Its action is very intense, and the same phenomena as 
observed with the glass cylinder are observable on turning the 
plate, — the effects being doubled by the addition of another 
set of cushions, although it has been doubted whether the 
friction on both sides of the plate is attended by any greater 
•effect than a well-applied friction on one side only. This 
form of electrical machine, however, is undoubtedly extremely 
powerful, and well adapted to extensive researches in elec- 
tricity ; but for ordinary philosophical purposes, the cylin- 
drical machine, from the simplicity of its construction and 
use, is probably more convenient. 

48. Van Marum, about the year 1785, constructed, with the 
aid of Mr. Cuthbertson, an electrical machine on this prin- 
ciple, of enormous power, and which was afterwards placed in 
Teyler’s Museum at Haarlem. It consisted of two circular 
plates of French glass, each 65 inches in diameter, fixed upon 
the same axis, and excited by four pairs of cushions, each 
cushion nearly 16 inches in length. The conductor was 
supported on three pillars of glass, sending out collecting 
branches between the plates. Two men, and sometimes four, 
were employed to turn the plates. "When in full force, a 
single spark from the conductor was found to melt a leaf 
of gold; a thread became attracted at a distance of 38 feet; 
and a pointed wire exhibited the appearance of a luminous star 
at a distance of 28 feet from the conductor. Persons within 
10 feet of the plates experienced a sort of creeping sensation 
over them, as if surrounded by a spider’s web. 

49. The collection of negative electricity from machines 
under this kind of arrangement being attended with incon- 
venience, several attempts have been made to vary it. Van 
Marum was hence led to place a single plate at the extremity 
of a strong horizontal axis ; and having insulated the cushion 
or glass pillars on each side of its horizontal axis, collected 
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either positive or negative electricity by a double-branched 
wire in connection with the conductor, which could be turned 
either upon the rubber or the glass, — whilst another wire 
behind the plate could be placed in a similar way, so as either 
to supply the rubber, or discharge the electricity excited in the 
glass. 

In other arrangements a single pair of cushions only is 
employed, with a large conductor immediately opposite. The 
great plat^used at the Royal Polytechnic Institution in Re- 
gent Str^^ondon, is mounted in this way. It is 7 feet in 
diameter, is turned by a small steam engine, and is extremely 
powerful. 

50. The following arrangement, fig. 29, will be found 



Fig: 29. 
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effective, and calculated to meet every difficulty in tlie use 
of the glass plate for positive and negative electricity. In 
this construction the plate is mounted on a metallic axis, 
supported between two transverse bars of mahogany, on 
four vertical mahogany pillars, c d e f, as represented in the 
figure. These pillars are inserted into a strong rectangular 
frame, two before and two behind the plate, forming a firm 
and secure basis. The rubbers a a and b b are placed on 
each side, and insulated on stout pillars of glas^A g and 
b h, also fixed to the hollow rectangular frame. ^^Knetallic 
conductor p, with two branches, is sustained in a vertical 
position in front of the frame, on a strong support of glass, 
whilst a curvilinear brass tube, a n b, passing behind the 
plate, connects the cushions, and forms the negative con- 
ductor. 

The plate is turned round by an insulating winch w, con- 
structed of a strong cylindrical bar of glass, and the whole is 
supported by four legs on a second rectangular frame, having 
three levelling screws, sss, fixed in it, so as to render the 
axis level and the machine secure on the ground. This 
machine is employed in the same way as that already de- 
scribed (44). With a plate of about 2 or 3 feet in diameter, 
very extraordinary power is obtained. 

In all machines of this construction it is requisite to attach 
cords of silk to the flaps, and pass them round fixed supports, 
in order to prevent the flaps from being dragged over the 
plate in turning it round. 

51. It may be as well to state here that the power of 
electrical machines will greatly depend on the kind of glass 
of which the plate consists. If plate glass be employed, 
it should be of a flinty kind, of very perfect manufacture, and 
be very highly polished. A common vitrified surface, from its 
very perfect polish, is perhaps more powerful than polished 
plate ; hence plates of common window glass, joined by an 
intervening cement of black sealing-wax, are well adapted to 
the purposes of electrical excitation. A plate machine con- 
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struct ed in this way, with a plate of about 2 feet in diameter, 
had most remarkable power. 

52. Hydro-electric Machine . — This species of electrical ma- 
chine is of very recent date and construction, and is the result 
of an accidental discovery in 1840, by an observing workman 
in charge of a fixed steam engine at Sighill, near Newcastle. 
Owing to a leak in the cement about the safety-valve, there 
%rose a considerable escape of steam. The engine-man, being 
about to adjust the weight of the valve, was surprised by the 
emission of a powerful spark of electricity, which he found 
always to arise from the metal-work connected with the boiler, 
and from the boiler also, if he attempted to touch it during 
the escape of steam, especially when one of his hands was 
immersed in the vapour. Mr. Armstrong, a scientific gentle- 
man at Newcastle, having been informed of this result, lost no 
time in investigating the phenomenon. By an insulated brass 
rod, having a metallic plate at one extremity and a ball at the 
other, he obtained CO or 70 sparks per minute on bringing the 
ball near the boiler, whilst the plate was immersed in the 
issuing vapour, and after a series of highly interesting in- 
quiries, he succeeded in producing a vaporizing electrical ma- 
chine, depending on the excitation of particles of water driven 
by steam through small orifices. This machine consists of a 
steam boiler a, fig. 30, insulated on stout pillars of glass. The 
steam is caused to issue from a general steam pipe through 
bent iron tubes ah c, terminating in jets of wood, and of 
which there are a great number : an insulated projecting con- 
ductor n is placed in connection with the boiler, for the con- 
venience of collecting the excited electricity ; and a second 
conductor p, formed of a metallic case, furnished with several 
rows of points, is placed immediately in front of the jets, to 
receive and carry off the opposite electricity of the steam, and 
prevent its return upon the boiler, by which the excited forces 
would be neutralized. Faraday, who also investigated this 
question with his accustomed tact and penetration, has shown, 
by a series of masterly experiments, that the electricity thus 
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produced does not depend on the mere issue of steam through 
small orifices, or upon any chemical or other change which 



Fig. 30. 




may be supposed to arise from evaporation or condensation, 
but is the result of the friction of condensed particles of water 
whilst being driven by the still issuing steam through the jets ; 
so that in fact th<^e watery particles perform the office of the 
glass plate of the common machine, and give out vitreous elec- 
tricity : the wood jets and pipes act as the rubber, and give 
out resinous electricity, whilst the friction of the steam in 
passing is the source of the electricity. 

The electricity produced by this apparatus is enormous in 
quantity. The sparks from the conductor n, upon an unin- 
sulated metallic ball, are dense and rapid, presenting frequently 
the appearance of a continuous flame, and will readily set fire 
to inflammable matter. 
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THE ELECTROPHORUS. 

53. The electrophortis, or perpetual electrical machine, is 
another most valuable instrument, for which we are indebted 
to the ingenuity of Professor Volta. 

The arrangement consists of a circular or other electrical 
plate a a, fig. 31, usually of shell lac. This plate is placed on 
a conducting disc b, of about 
the same size, and termed the 
sole ; a second circular con- 
ducting disc d, termed the 
cover, and furnished with an 
insulated handle d d, is placed 
upon the upper surface of the 
electrical plate. When this in- 
strument is employed for the 
production of electricity, we 
first remove the cover d by its insulating handle, and then 
excite the electrical plate a a by flapping it briskly with dry 
silk or with some dry fur-skin ; we then replace the cover d as 
before : the cover, being insulated, does not take up the elec- 
tricity of the plate, but is acted upon inductively (21), that is 
to say, its neutral condition is changed, and the parts distant 
from the under surface placed in the same electrical state as 
the surface of the excited plate : hence these parts are in a 
condition to charge any substance brought near them. We 
find, accordingly, that on bringing a conductor near the cover, 
an electrical spark is elicited, which tends to neutralize the 
induced state of its parts distant from the surface in approxi- 
mation with the electrical plate beneath ; and if such conductor 
be insulated, it will become charged with the same electricity ; 
that is to say, if the electrical plate be negatively excited, the 
distant parts of the cover d will be negative by induction (21), 
and any conductor brought near it will yield up positive elec- 
tricity, and remain also negatively electrified. If we now 
remove the cover d by its insulating handle, we immediately 
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restore its original capacity, whilst the positive electricity it 
had acquired under induction remains. Hence it is now 
charged with positive or vitreous electricity, and will electrify 
any insulated conductor positively when brought near it. 

It is quite evident that in this machine the excited electric 
loses nothing of its electricity by all this, the excitation 
being merely subservient to induction. Hence, after restoring 
the neutrality of the cover by relieving it of its charge, we may 
again repeat the operation, and carry off in this way successive 
charges without any new excitation of the electric plate : it is 
hence a'sort of permanently excited electrical machine. 

The electrical plate of this instrument, as constructed by 
Volta, consisted of shell lac, common resin, and Venice tur- 
pentine, in equal parts. The sole may consist of a circular 
plate of wood, covered with tin-foil. The cover, or superior 
conductor d, may be also a light disc of wood, covered with 
some stout metallic leaf. Small plates of glass, sealing-wax, 
or brimstone, are admirably adapted to experimental purposes, 
when mounted as electrophorus plates, with the attendant con- 
ductors. The machine itself has been termed electrophorus , 
from the circumstance of its prime conductor, the cover, bearing 
off as it were by repeated removal definite quantities of elec- 
tricity which it had absorbed under the influence of the excited 
electrical plate. 

ELECTRICAL MACHINES WHICH DO NOT DEPEND ON 
FRICTION. 

54. Although electrical excitation by friction has been 
generally employed in the construction of ordinary electrical 
machines, yet other sources of electricity are open to us 
Thus the dry electrical pile, fig. 15, and the voltaic series, 
fig. 1 C, may each be considered as electrical machines, although 
of very limited power for common electrical purposes. The 
electrical disturbance also induced in a coil of wire by magnet- 
ism, fig. 17, may be employed as a source of electricity, and 
has given rise to the magneto-electrical apparatus already 
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alluded to (28). Such instruments, although admirably 
adapted to some peculiar experimental researches, are quite 
unavailable in the accumulation of great statical electrical 
power. 

IHEORETICAL VIEWS OF THE ACTION OF ELECTRICAL 
MACHINES. 

65. The production of electricity by the ordinary electrical 
machine is explicable upon either the double or single fluid 
hypothesis (32) (33). According to the first of these (32), 
we disunite by friction the combined electricities existing in 
the rubber and glass, and change, according to the improved 
theory (37), the relative attractive power of these substances 
for the separated elements, so that the positive force becomes 
collected on the glass and the negative force on the rubber ; 
but since there is only a certain quantity of electricity in the 
glass and rubber, the action must cease after a few revolutions 
of the glass, unless more electricity be furnished for decompo- 
sition ; and such is found to be the case : very little effect is 
produced so long as the positive and negative conductors p n, 
fig. 28, remain insulated. Directly, however, we connect one 
of these conductors with the ground, the other will be in a 
position to charge any insulated substance presented to it up 
to a point of saturation ; for the neutral state of the one con- 
ductor becomes restored at the expense of the opposite elec- 
tricity drawn from the mass of the earth, and that of the other 
at the expense of the opposite electricity of the insulated body : 
hence both the mass of the earth and the insulated body may 
be considered as being electrified by this operation — the one 
positively, the other negatively, according to the particular 
conductor, p or n, with which they are associated. But the 
electricity of the earth being indefinitely great, the result is 
only sensible on the lesser insulated body, and the action is 
limited to the quantity of positive or negative electricity which 
it can furnish. 

If, instead of connecting one of the conductors with the 
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earth, we associate it with another insulated body, then the 
effect is sensible in either case, and the action is limited to the 
quantity of positive or negative electricity which the insulated 
substances can yield up : such is, in fact, the condition of the 
positive and negative conductors p n, which yield up negative 
and positive electricity to the glass and rubber, directly the 
machine is put in motion, and by which the one, r, becomes 
charged positively, and the other, n, negatively. If both these 
conductors therefore be connected with the ground, the result 
is a continual separation and re-composition of the two forces, 
and hence a neutral state of the conductors f n. Upon this 
theory, therefore, the action of the electrical machine consists in 
a separation and abstraction of one of the electrical elements, 
leaving the other in excess. 

56. The electrical machine, according to the hypothesis of 
a single elementary fluid, is only a means of changing the 
quantity of electricity in bodies. By the revolution of the 
glass against the rubber we continually renew and break the 
contact between these substances, the consequence of which is 
an accumulation of electricity on the glass, and an abstraction 
from the rubber (18). Hence the insulated conductors p and n, 
fig. 28, become charged, one positively or plus, the other nega- 
tively or minus. On this, however, as on the former hypothesis, 
the action would soon cease if one or both of the conductors 
remained insulated, since the rubber has only a limited quantity 
of electricity to yield up, and the glass therefore only a certain 
quantity to gain : reciprocally, the glass cannot take up more 
than a given quantity of electricity, consequently the rubber 
can only lose a limited quantity. Hence the excitation is con- 
fined within these limits. Now imagine two insulated con- 
ductors brought near the conductors p n ; one near the posi- 
tive conductor p, the other near the negative conductor n. 
The result would be an abstraction of electricity from the body 
opposed to the negative conductor, which would go to restore 
the equilibrium in the rubber, and an addition of electricity to 
the body near the positive conductor, which would relieve or 
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neutralize the electricity of the glass ; and thus the action of 
the machine would be to charge or electrify both these bodies 
at the expense of each other, the one positively, the other 
negatively. We have still, however, reached a limit depending 
on the amount of electricity which the respective bodies can yield 
up or receive. Such is in fact the condition of the conductors 
p n, one of which, p, receives the excited electricity on the 
glass, whilst the other, n, yields up electricity to the rubber. 
When, therefore, we connect one of these conductors with the 
earth, the action may become indefinitely great upon any 
insulated body applied to the other, and required to be elec- 
trified, however great its extent, the means of supply of 
electricity being without assignable limit. When both the 
conductors p n are connected with the mass of the earth, 
the result is a constant disturbance and renewal of electrical 
neutrality, — the rubber being supplied with electricity as fast 
as it yields it up to the glass, and the glass yielding it up again 
to the earth as quickly as it abstracts it from the rubber. 
Upon this hypothesis, therefore, the operation of the electrical 
machine is that of a pump, — to withdraw electricity from 
some bodies and throw it upon others. 

57. These two theories apply in nearly the same way to 
the action of the electrophorus. The cover d, fig. 31, whilst 
on the excited plate, acts upon bodies in the same way as the 
negative conductor n, of the electrical machine, fig. 28, sup- 
posing the plate to be a resinous electric ; after removal, it 
acts as the positive conductor p; that is to say, bn the 
hypothesis of two electric fluids, it first attracts vitreous 
electricity from any body applied to it, in consequence of its 
distant parts having become negative by induction (21), and 
hence will leave such body charged with resinous electricity. 
On removal it attracts resinous electricity from any body 
presented to it, in consequence of the charge of vitreous 
electricity it had previously taken up, and so electrifies such 
body, if insulated, positively. On the single fluid hypothesis 
(35), the cover first attracts and then gives out electricity ; 
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that is to say, it first abstracts electricity from some bodies, 
and then communicates it to others. 

The induced action upon which this state of the cover 
depends, is, upon the hypothesis of two fluids (32, 37), 
derived from the excited electricity of the electrical plate. 
Supposing the electrical plate to he a resinous plate, the 
vitreous electricity of the cover is attracted towards it, leaving 
the resinous electricity repelled to its distant surface. On the 
single fluid hypothesis (33), (36), the electrical plate being 
deficient of electricity, or minus, the electricity of the cover is 
drawn towards it so as to equalize the distribution as nearly as 
possible, hence leaving its distant surface negative or minus. 

. If the electrical plate be excited with vitreous electricity, 
then the converse of all this happens, but the theoretical views 
remain the same. 

58. Similar applications of these theories may be made to 
the electrical pile, and to the coil of the magneto-electric ma- 
chine (28). We have, upon the one theory, a separation of the 
combined electricities, and upon the other an unequal distri- 
bution. In the electrical column and voltaic series (28), the 
opposition of the two metals changes their relative capacities 
for one of the electrical elements, or for electricity considered 
as a single elementary fluid, so that either positive or negative 
electricity exists in excess, or flows upon one of the metals. 
By the intervening semi-conducting fluid or other substance 
this excess is carried on to the next pair of metals, and so 
throughout the whole series up to the terminating plates, 
which become finally charged with different electricities, ana- 
logous to the positive and negative conductors of the electrical 
machine. We have, however, in such arrangements a sort of 
electromotion, together with a development of electricity by 
chemical action when the plates are excited by saline and other 
fluids. 

In the coil of the magneto-electric machine a somewhat 
similar electric motion is produced by the influence of the 
magnet ; and each end of the coil, at the instant of making 
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or breaking contact with the magnet, is in opposite electrical 
states. 



THE ELECTRICAL JAR, OR LEYDEN PHIAL. 

59. The years 17-45 and 1746 are remarkable for a scien- 
tific discovery of a very marvellous character. Some Dutch 
philosophers at Leyden finding electricity rapidly disappear 
from a simple insulated conductor, imagined that if it could be 
completely enclosed in solid electric matter, a charge might be 
retained on the conductor for any length of time. This idea, 
early in the year 1746, they endeavoured to realize. Water 
being a convenient conductor, they enclosed it in a small glass 
phial, and having inserted a nail through the cork, suspended 
it from the prime conductor of the electrical machine so as to 
convey electricity into the water through the nail. One of the 
experimenters, Mr. Cunseus, whilst continuing this inquiry, in 
endeavouring to detach the phial and nail from the electrical 
machine, received so violent a shock across his arms and 
breast that it shook his whole frame. 

A similar result appears to have been obtained about the 
year 1745, by Von Kleist, dean of a cathedral in Germany, 
whilst engaged in an interesting course of experiments on the 
communication of electricity to glass, an account of which is 
found in the register of an Academy at Berlin. Having passed 
a stout brass pin or wire into a common phial containing a 
small quantity of mercury, electricity was thrown, by means 
of the electrical machine, upon the interior of the phial, 
through the pin. His account of the results which ensued is 
both instructive and amusing. “As soon,” says he, “as this 
little glass with the pin is removed from the electrical machine, 
a flaming pencil issues from it for so long a time, that I have 
been able to walk 60 paces in the room with this little burning 
machine ; and if the finger or a piece of money be held against 
the electrified pin, the stroke coming out is so strong that 
both arms and shoulders are shaken thereby. Thin-necked 
glasses have been twice broken by the powerful shock*” 

D 
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Muschenbroek, who subsequently repeated these experiments 
at Leyden, with water in a thin glass bowl, says, he was so 
struck in his arms, shoulders, and breast, that he lost his 
breath, and was two days in recovering from the effects of the 
blow. 

The discovery of such a terrible power in nature soon 
spread through Europe, and gave immense impulse and eclat 
to electrical investigations. Sir W. Watson, Smeaton, Bevis, 
Wilson, and Canton, all distinguished members of the Royal 
Society of London, repeated and extended these experiments ; 
indeed, it is to them that we owe the final completion of 
the Leyden plxial, under the present form of the electrical 
jar, and its consequent practical application to researches in 
Electricity. Sir W. Watson showed that the power of the 
phial did not depend on the density or quantity of conducting 
matter either within or without the glass, but that, coeteris 
paribus, it was as the extent of contact between conductors 
and the surface of the glass ; on which principle he placed the 
phial in a small open cylinder of sheet lead. Smeaton now 
transformed this experiment into the covering of plates of 
glass with thin metal, leaving on each side an uncovered part, 
and he found that if, after having communicated electricity to 
one of the surfaces of the plate, he touched both surfaces with 
his hands at the same time, all the effects of the Leyden or 
German experiment were obtained. Sir W. Watson, further 
enlightened by this result, now applied coverings or coatings 
of metallic leaf to the interior and exterior surfaces of glass 
jars, leaving a portion of the glass under the mouth of the jar 
free, — an arrangement both effective and convenient, and in 
use at this day. 

Thus the Leyden phial resolved itself into the electrical 
jar, and became a most important instrument of physical 
research. 

60. The most perfect kind of electrical jar is shown in the 
annexed figure 32, in which the faintly shadowed portion a 
marks the position of the exterior and interior coatings, 
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usually tin leaf pasted against the glass : 
b is the uncoated or insulating portion of 
the jar ; d b a light metallic rod or tube, 
terminating in a knob or metallic ball d, 
and passing to the bottom of the jar, 
where it is supported in a socket of 
wood, fixed to the coating expanded 
upon the glass. This is the charging 
rod, and care is taken to insure a good 
contact with the metal on the bottom of 
the jar. 

When the jar is to be charged, the 
charging rod d b is connected with one 
of the conductors of the electrical ma- 
chine, and the exterior coating a with the ground, taking care 
to operate with the machine in the way already explained (45). 
The progress of the charging may be observed by means of a 
light reed terminating in a small ball of pith, loosely attached 
to the charging rod by a very short piece of fine silk or cotton 
thread : this will constitute, with the rod, an electroscope of 
divergence (41), so that as the charge proceeds the reed will 
become raised, more or less, into the air, as represented in the 
figure. If the knob of the jar be placed within about half an 
inch of the conductor of the machine, a succession of sparks 
will be observed to pass into the jar : these will become gradu- 
ally weaker when the jar is fully charged. 

61. The charge being thus accumulated, the jar is again 
discharged by completing a conducting communication between 
the exterior coating a and the charging rod d b : the extent of 
such communication, which is termed an electrical circuit , 
may be almost indefinite. If the discharge be effected 
through a short circuit of bent metallic wire, terminating in 
metallic balls, an intensely brilliant explosion ensues, the light 
of which is almost insufferable; and there is heard at the 
same time a sharp crashing report. If a portion of the living 
animal frame be included in the circuit, then a powerful shock 
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ensues, the intensity of which depends on the amount of the 
charge. 

Sir W. Watson, assisted by other members of the Royal 
Society, completed electrical circuits of several miles in extent. 
In August, 1747, they caused an electrical jar to discharge 
through a circuit of 4 miles, and found the effect to be 
instantaneous. The AbM Nollet passed the charge through 
the whole community of a convent, forming a line of nearly 
6000 feet. The shock was simultaneous. 

In order to avoid the chance of receiving the shock at the 
time of discharging an electrical jar, two bent wires are em- 
ployed, terminating in brass balls, and connected by an inter- 
mediate joint, so as to open or shut to any convenient distance, 
like a pair of compasses. These wires are mounted at the 
joint upon a glass rod or handle, as Fig. 33. 

shown in fig. 33, and constitute what 
is termed a discharging rod. The 
balls are either extended directly 
between the exterior coating a and 
the knob of the jar, or one of them is 
connected with the termination of any extent or kind of circuit 
proceeding from the exterior coating ; and the other applied, as 
before, to complete the discharge. 

62. It is of no consequence which coating of the jar we first 
expose to the process of charging. If, for example, we turn 
over the jar, fig. 32, on its charging rod d b, and expose the 
outer coating a to the conductor of the machine, it is of no 
consequence whatever to the progress of the charge. When, 
however, we charge a jar in this way and wish to revert it so 
as to place the jar again upright on its base, we must take 
care to employ an insulated stand or table ; for, as is evident, 
in reverting a charged jar upon a conducting base we complete 
the circuit through ourselves, and hence discharge the accu- 
mulation as before. 

In whichever of these two ways we may find it convenient 
to complete the charge, we shall always have a surplus spark 
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upon the coating exposed to the charging conductor, and which 
may be made to appear by placing the jar upon an insulator, 
and presenting the knuckle to the coating through which the 
charge has accumulated. 

63. When a charge is communicated from the prime con- 
ductor, the jar is said to be charged positively, or with vitreous 
electricity. If from the negative conductor, it is said to be 
charged negatively, or with resinous electricity. In either case 
it is equally powerful as a means of accumulating and dis- 
charging electricity, in a dense and concentrated form, upon 
or through any given substance: some idea may be formed 
of it in observing, that whilst a jar of only moderate size is 
charging at about half an inch distance from the conductor, 
several hundred electrical sparks will pass from the machine, 
and that at the instant of the discharge all these sparks are 
condensed into one. 

64 . Theoretical views of the electric jar . — It is quite ap- 
parent that the principles and arrangement of the condenser 
just described (42), fig. 27, are in no sense different from those 
of the Leyden jar. The arrangement is, in fact, virtually the 
same as that practised by Smeaton (59), except that we have 
given metallic coatings a and b, fig. 27, to a plate of air, instead 
of coating a solid plate of glass. In either case the arrangement 
is nothing more than the close approximation of an uninsulated 
to an insulated conductor ; the success of the experiment does 
not therefore depend on the form of the glass, but rather upon 
its thickness. In applying metallic coatings to opposite sides 
of a plate of glass, as represented in the annexed figure 34, and 
connecting one of the 

sides with the ground by Fig. 34. 

placing it on a metallic 
support s, Smeaton really 
fulfilled the essential con- 
ditions of electrical accu- 
mulation. In this case 
the upper coating a is the 
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insulated conductor, corresponding with the disc a, fig. 27, the 
inferior coating resting on the metallic stand s, is the unin- 
sulated approximated conductor corresponding with the disc b, 
whilst the intermediate glass is in the same relative position as 
the particles of air between the plates ; that is to say, it is the 
non-conducting or electric medium. 

A square of glass thus prepared has been termed a coated 
pane, and by the French Electricians, a ‘fulminating square.* 
It is charged and discharged in the same way as the coated 
jar, by first throwing electricity on the insulated coating a, and 
then joining the opposite sides with the discharging rod, fig. 33. 

Co. The Franklinian theory of electricity (33), in its appli- 
cation to the phenomena of the Leyden jar, may be considered 
as peculiarly happy and illustrative : according to this theory, 
electrics are supposed to be impenetrable to electricity or 
nearly so ; whilst the quantity they contain can neither be ab- 
solutely increased nor diminished. When therefore we attempt 
to force upon any given electric a quantity of electricity greater 
than that which the body already contains, we actually dis- 
place such portion of its natural electricity as is requisite to 
make room for this new quantity. The Leyden experiment, 
therefore, according to this hypothesis, consists in the addition 
of electricity to one surface of the glass, and the abstraction of 
an equal quantity from the other surface. 

Franklin, by a well-conceived and extremely beautiful series 
of experiments, showed, that if either side of a coated jar be 
electrified positively, the other side is electrified negatively, so 
that there is really no more electricity in the jar than before. 
To realize this idea more completely, let us imagine that an 
electrical jar originally possessed 1 00 units of electricity, 50 of 
which occupy strata beneath one of its surfaces, and 50, similar 
strata beneath the other. Then, when by the operation of the 
electrical machine w’c cause the whole or a part of the 50 units 
to leave either side and appear cn the other, the jar is said to 
be charged to a greater or less extent. If we collect the total 
or 1 00 units on one side, it is said to be charged to saturation. 
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Now the discharge consists in a transfer of the redundant units 
to the minus surface from whence they were taken, by which 
the equilibrium of distribution is again restored. 

66. The following experiments, resorted to by Franklin in 
confirmation of this doctrine, are singularly interesting and 
instructive. 

Exp. 28. Place an electrical jar, fig. 35, on 
an insulating support s ; let the ball p of the 
charging rod be within about half an nch of the 
prime conductor p of the electrical machine. 

Bring another insulated metallic ball n, con- 
nected with the negative conductor, within the 
same distance of a similar ball n, projecting from 
beneath the outer coating. Put the machine 
slowly in motion, and for every spark which 
passes between the prime conductor p and the 
charging ball p, a similar spark will pass, at 
the same instant, between the outer coating n 
and the negative conductor n. 

Exp. 29. When the jar has become in this 
way moderately charged, remove it and its insulating support 
s from the balls p and n of the positive and negative con- 
ductors, and having insulated a light metallic ball of about 
2 inches in diameter on a glass rod, bring it near the ball of 
the charging rod p ; a powerful spark will follow it, and charge 
the ball positively. Whilst thus charged, bring the ball near 
the ball n connected with the outer coating ; the same spark 
will leave it again, as may be proved by the charged ball having 
again become neutral : hence precisely the same quantity of 
electricity taken up from the interior coating has been added 
to the exterior. In this way, by successive repetitions of the 
experiment, we may gradually discharge the jar; that is to 
say, we may take away by small and measured quantities all 
the electricity communicated to the inner coating, and throw 
it on the outer. Now if we examine, by means of an elec- 
troscope (17), (41), the inner and outer coatings of this jar. 



Fig. 35. 
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especially after each alternate contact with the insulated 
metallic sphere, they will be found in opposite electrical states ; 
that is to say, if the jar he charged from the prime conductor 
positively, then the outer coating will always evince negative 
electricity. 

Exp. 30. Insulate two or three equal and precisely similar 
jars, a be, fig. 36, and arrange them so that the charging ball 
of the second, b, may 
be within half an 
inch of the outer 
coating of the first, 
a, and the charging 
ball of the third, e, 
within a similar dis- 
tance of the outer 
coating of the se- 
cond, b. Let the 
outer coating of this 
third jar, c, be elec- 
trically placed, through the intervention of a conducting rocl 
and ball n, within the same distance of an insulated ball n 
connected with the negative conductor, as the charging ball p 
is of the positive conductor p. Put the machine in motion, 
and directly a spark passes upon the inner coating of the first 
jar a, a similar spark will appear to leave the outer coating to 
charge the second jar b : this will again cause a spark to pass 
from its outer coating upon the charging ball of the third jar 
c, which will throw off the electricity of its outer coating upon 
the negative conductor n, to supply the rubber (45), and is 
the compensating quantity to the electricity abstracted from it 
by the glass to be thrown upon the interior of the first jar a ; 
so that every jar will be equally and similarly charged, or 
nearly so, at precisely the same instant, and, by the propa- 
gation as it were of electrical impulse, through the series of 
jars. Now as the second jar b has become charged from the 
outer coating of the first, a, and the third jar c from the outer 



Fig. 36. 
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coating of the second, b, it may be inferred that for every unit 
of electricity, added to the inner coatings, a similar unit has 
left the outer, which is what Franklin wished to show’. This 
experiment, although satisfactory when only two or three jars 
are employed, is greatly embarrassed by extension upon a long 
series ; the accumulated resistance of each jar being at length 
so considerable as to vitiate the result. When the resistance 
becomes at all equal to the charging power, the last jars of the 
series do not become charged in the same degree as the first, 
and the whole operation is thereby arrested. 

Exp. 31. Apply an outer metallic coating only to a glass 
jar ; varnish all that portion of the glass above the coating, 
both inside and out ; place the jar on an insulated stand, and 
fill it carefully with water up to the height of the exterior 
coating ; pass a metallic charging rod into the water through 
a light disc of varnished cork fitted into the neck of the jar ; 
connect the external coating with the ground, and charge the 
jar as in Exp. 28 (66) : when charged, cut off the connection 
with the ground, and remove the charging rod by its insulating 
handle : finally, remove the jar ; place a precisely similar jar 
on the insulating stand, as at s, fig. 35 (66), prepared with an 
exterior coating only, and then, holding the first jar by its 
outer coating, pour off the water carefully into this second jar. 
Let the charging rod and cork be then applied to the water in 
this second jar ; little or no electricity will have passed over 
with the water, more especially if the operator stand on an 
insulated stool, as may be found by the usual electroscopes 
(17), (-11): remove this jar from the insulator; replace the 
first jar and pour other water carefully into it, as before ; 
replace also the metallic charging rod. The jar will be found 
still perfectly charged ; all the electricity, or nearly so, will 
have remained on the glass, and the whole system may be 
discharged in the usual way (61). The student must be 
careful to preserve the insulations in this experiment, other- 
wise in pouring over the water the electricity expands over 
both the jars. 

d 5 
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This was the original form of the experiment, as made by 
Franklin, in evidence of the disturbed distribution on the glass, 
and to show that the attached coatings were merely conductors 
to the charge. At present it is usual to fit open jars with 
sets of moveable coatings of common tin plate ; but the most 
complete method is to employ a small glass sphere with a long 
neck, nicely varnished, and give it coatings of dry mercury, 
which is easily managed. 1 

67. In these experiments we have supposed the jar to be 
charged positively, that is, from the positive conductor p, 
fig. 28 (44), the outer coating a, fig. 32, being connected with 
the ground : now if we charge the jar from the negative con- 
ductor N, fig. 28, and connect the positive conductor p with 
the earth (45), then, according to the Franklinian theory, that 
will be the same thing as throwing electricity upon the outer 
coating instead of the inner, as in the former case, since by the 
theory, what we take away from one side we add to the other 
(Go) ; it is, in fact, the converse of Exp. 28 (66), supposing 
the jar, fig. 35, to be reverted upon the charging rod and 
charged upon the opposite coating (62). That such is really 
the case may be shown by carrying out the following experi- 
ments. 

Exp. 32. Charge the jar a, fig. 32 (60), negatively 
(63), that is, by exposing its charging rod and ball a to 
the negative conductor n, fig. 28 (44), the outer coating 
a and positive conductor p of the machine being connected 
with the earth. When charged, place the jar on an insu- 
lated stand, as in fig. 35, take off the surplus spark (62), 
and test the charge of the jar by an electroscope such as repre- 
sented fig. 7 (17); the outer coating will be found positive. 

Exp. 33. Charge the jar by reverting it as before described 
(62), and repeat the former examination of its electrical state, 
the same result will be obtained. 

These experiments may be further varied by charging under 
similar conditions : first, from the positive conductor p of 
1 Philosophical Transactions for 1836, p. 441 



Digitized by Google 




THEORY OF THE LEYDEN JAR. 



83 



the machine (44) ; secondly, from the negative conductor n, 
the same result will be always obtained. 

According to the Franklinian hypothesis, then, the charging 
of a jar from the negative conductor is the same thing as 
throwing positive electricity upon the outer coating (C 7) ; 
and this may be accomplished, either by placing the jar on an 
insulator, as in fig. 35, and connecting the charging rod p 
with the negative conductor n, and the outer coating n with 
the positive conductor p, or otherwise, by reverting or turning 
the jar over, so as to rest on the charging rod, and then 
throwing electricity on the outer coating directly. 

68. It is further evident according to the Franklinian 
hypothesis, that an electrical jar always becomes charged by 
what may be considered as the transfer of its own electricity, 
as exemplified by the arrangement and the mode of charging 
in Experiment 28 (66), in which one side of the jar 'is 
exposed to the positive conductor p and the opposite side 
to the negative conductor n, no matter which, all connection 
with the earth being removed. The result therefore is 
virtually the same in the ordinary method of charging, sine© 
one of the coatings will be always in communication with 
the opposite conductor of the machine through the table and 
ground or other conducting support on which the jar is 
placed ; the machine being arranged in the manner already 
described (45). 

The following experiment is conclusive of this fact. 

Exp. 34. Place an electrical jar on an insulated support as in 
the previous arrangement, fig. 35 (66), expose the ball p of 
the charging rod to the action of the positive conductor r of 
the machine fig. 28 (44), and let the negative conductor n be 
perfectly insulated ; set the machine in motion, and little or no 
charge will accumulate in the jar ; connect the outer coating 
n of the jar with the ground, still the jar will not be charged 
so long as the negative conductor of the machine remains 
insulated. Connect the negative conductor n with the ground, 
but disconnect the jar from the ground so as to leave the jar 
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insulated, still the jar will not charge ; connect now the nega- 
tive conductor with the outer coating of the jar, either directly 
or through the circuit formed by the connection of both with 
the earth, the charge then immediately proceeds. These 
results are conclusive of the fact that a coated jar always 
charges by the transfer of its own electricity, since no charge 
accumulates when from any circumstance both conductors of 
the machine cannot operate together on the opposite surfaces of 
the glass: the charge is therefore essentially a new distribution 
of the electricity already present in the jar, effected through 
the agency of the rubber, the glass, and the conductors of the 
electrical machine. 

69. This elementary principle of electrical action is not 
without much practical value, inasmuch as it enables us to 
divide a given accumulation into any number of equal parts. 
If, for example, we place near each other on a freely con- 
ducting base, two equal and similar jars, one charged with 
a certain quantity of electricity, the other uncharged, and 
connect the charging rods of these two jars by an insulated 
metallic rod, fig. 33 (61), one-half the electricity of the charged 
jar will pass over to the uncharged jar, so that each jar will 
contain one-half the original charge. If we place a third jar 
uncharged by the side of one t of the former jars, and treat 
these as in the former case, we shall have then in each jar 
one-fourth of the original charge. If we share the charge 
between three equal jars, we may obtain one-third the original 
charge, and so on. The ball of the charged jar is, in fact, as 
respects the uncharged jar, equivalent to the positive conductor 
of the electrical machine ; and the outer coating equivalent to 
the negative conductor, so that as much electricity tends to 
run off as the charged jar can yield up t,?.d the neutral jar 
receive, which, if the jars he precisely alike iu all respects, 
will be one-half, one-third, &c. the quantity, according to the 
number of jars employed in the experiment. The electricity 
which thus tends to pass off upon the inner coating of the 
uncharged jar, causes, on the principle just stated, a similar 
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quantity to leave the outer coating, which quantity passing to 
the outer coating of the originally charged jar supplies on the 
same principle the addition requisite to the flow of electricity 
from the rod communicating with the inner coating, — thus 
further proving that we cannot add to or abstract electricity 
from one side of an electrical jar, without at the same time 
abstracting from or adding an equal quantity to the other. 

70. Some confusion has not unfrequently arisen in all 
these experiments for want of a clear conception of the elec- 
trical conditions of the jar, and the relative position of its 
inner and outer coatings, which really in no sense virtually 
differ : all complication will immediately vanish in referring 
the experiments to a simple plate of coated glass, fig. 34 (G4) : 
here, as is evident, there is no inner and outer coating, and 
it is quite immaterial which surface we electrify from the posi- 
tive or negative conductor. We may also further remark, that 
although in charging coated glass from the positive con- 
ductor, we assume, by the Franklinian hypothesis, a com- 
munication of redundant electricity to either side whilst in 
charging it from the negative conductor, we assume, on the 
contrary, an abstraction of electricity from either side; yet 
it is quite impossible to determine which is really the posi- 
tive and which the negative excitation, and hence it is only 
by a convenient and arbitrary assumption we refer positive 
electricity to the excited glass, and minus or negative electricity 
to the rubber (15). We might, however, as easily imagine the 
reverse of this, and attribute the redundant electricity to the 
rubber on the same hypothesis, for any thing we know to the 
contrary. If we merely consider these opposite states in the 
light of two absolute forces, which they virtually are, we avoid 
such arbitrary assumptions, and we have a view of electrical 
action sufficiently theoretical for a fair exposition of the pheno- 
menon, and sufficiently practical for experimental investigation. 

71. Having considered how the hypothesis of Franklin 
applies to the elucidation of the Leyden experiment, it will be 
requisite to explain, briefly, the application of the doctrine 
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of two independent fluids (32) (37) to similar phenomena. Ac- 
cording to this doctrine, the Leyden experiment consists in a • 
separation of the two electricities resident in the glass, and a 
transfer of each to its opposite surfaces. Let, for example, 
the jar be arranged as in fig. 35 (66), with its charging 
rod exposed to the prime conductor, and its outer coating to 
the negative conductor of the machine. In this case the 
vitreous or positive electricity of the outer surface being re- 
pelled by the vitreous electricity thrown on the inner surface 
of the glass, and attracted by the resinous electricity of 
the rubber, is disengaged and abstracted from the outer 
coating, leaving the external surface of the glass charged 
with resinous electricity. In the same way, the resinous elec- 
tricity of the inner coating being repelled by the resinous elec- 
tricity now in excess on the outer coating, and attracted by 
the vitreous electricity of the machine, is also disengaged and 
abstracted ; and thus one surface of the jar becomes charged 
with vitreous electricity, and the opposite surface with nega- 
tive electricity. The two electricities of the jar are disunited 
in the greatest possible degree by the respective actions of the 
excited rubber and glass of the machine, and will tend to re- 
combine with a force varying in some direct ratio of the 
amount of disturbance, and in some inverse ratio of the thick- 
ness of the intervening glass by which they are separated. It 
is this which constitutes the charge as exemplified in the 
Leyden experiment. 

72. Before any conducting communication is established in 
a charged jar between the interior and exterior surfaces, the 
tendency of the opposite elements to combine will be exerted 
in the direction of the intervening glass, and will by their 
mutual attraction approach as nearly to each other as the 
resisting intervening electric particles will permit : hence, on 
removing the coatings, as in Experiment 31 (66), we find the 
disunited electricities adhering strongly to the surface of the 
glass under the coating. When, however, we complete a con- 
ducting communication between the coatings, and annihilate. 
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as it were, all distance or resistance to the re-union of the two 
elements, then they re-combine, and the jar is said to be on 
this hypothesis discharged. If the re-union takes place 
through the glass itself, which is sometimes the case, then a 
fracture of the jar ensues of a very striking and peculiar cha- 
racter. 

73. Since the process of charging consists in collecting, by 
means of the electrical machine, all the vitreous or positive 
electricity of the jar upon one surface, and all the resinous 
or negative electricity upon the other, it follows that unless we 
can bring the machine to act upon both sides of the jar, we can- 
not obtain a charge : it is requisite, therefore, to establish a 
communication between each side of the jar and the two con- 
ductors of the machine, either directly, as in Exp. 28 (66), or 
through the medium of the ground : hence it is on this hypo- 
thesis that an insulated jar refuses to charge, and that we 
cannot abstract either of the electricities from one side without 
at the same time abstracting an equal quantity of the opposite 
electricity from the other, as may be illustrated by all the 
preceding experiments, and by the general series of experi- 
ments resorted to by Franklin. 

74. Although these inquiries show that the solid electric 
intermediate between the coatings is the means of confining 
the two electricities to the opposite surfaces of the jar, yet 
they throw no light on the actual electrical condition of the 
interior particles of the glass. The beautiful and compara- 
tively recent experiments, however, of Faraday, go far to 
elucidate this important question. According to this phi- 
losopher, the particles intermediate between opposite electrical 
powers become, as before explained, fig. 20 (38), placed 
in a constrained or forced state ; the particles assuming 
positive and negative points which are symmetrically ar- 
ranged with respect to each other, as roughly represented 
in fig. 20. This succession of positive and negative powers, 
exerted as it were in lines between the two limiting coat- 
ings, he further shows is accompanied by a repulsive o 
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diverging force in a transverse direction. Now when this 
condition, termed induction, is permanent, then we have perfect 
insulation; but directly the particles begin to discharge into 
each other, then more or less of conductibility ensues, and no 
charge accumulates. If, on the contrary, the transverse 
action is greater than the particles can support without dis- 
charge, then the whole series is, as it were, mechanically 
deranged or broken up, constituting what he terms ‘ disrup- 
tive discharge,’ as in the case of a fracture of a charged 
electric jar by the power of the two electric forces operating 
on each other by induction, through its substance, and which 
is characterized by a peculiar rupture of the glass, a portion of 
which is reduced occasionally to a fine powder. Hence it is 
that an interval of air is quite unable to sustain any consider- 
able electrical accumulation as compared with solid electric 
matter. Faraday has characterized any insulating medium — 
solid, fluid, or gaseous, through or across which the inductive 
electric forces act — by the term * dielectric.’ 

75. According to these views, not only would the opposite 
electricities be found adhering to the glass beneath the 
coatings, as in Exp. 31 (66), but they would have penetrated 
also into its substance to a greater or less extent, causing a 
sort of surcharge or residuum after what appears to be a 
complete discharge of the whole system ; and this is really the 
case. 

Exp. 35. Let the middle of a circular plate of crown glass, 
about 8 inches in diameter, be placed between tw r o similar discs 
of gilt wood of about 5 inches in diameter, and about the 
^th of an inch in thickness : affix a light glass handle to one 
of these discs in the way shown in fig. 31 (53), and insulate the 
whole system upon a slender glass rod, after the way repre- 
sented in fig. 34. We have then a coated pane with moveable 
coatings : charge this system by making a temporary commu- 
nication between the inferior coating and the ground, and 
throwing electricity on the upper surface : next remove the 
connection with the ground, and discharge the system with 
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the discharging rod, fig. 33 (61). To all appearance the elec- 
trical disturbance has vanished. If, however, we endeavour to 
detach the upper coating by its insulating handle, an adhesion 
will frequently arise between the glass and the coating, strong 
enough to lift the whole mass ; and if a little time be given, a 
residuum or return charge is found to occur, sufficient to cause 
a small second discharge on the application of the charging rod. 
Faraday, by means of coated lac, observed this return charge 
after a lapse of ten minutes, and considers it due to the elec- 
tricity coming forth as it were from the lac, into which it had 
penetrated in consequence of the forced electrical condition into 
which the particles had been previously brought. 

Exp. 36. Complete the discharge as before : remove the 
upper coating, and subsequently the glass, from off the inferior 
coating, by carefully lifting it by one point of the edge, so as 
not to disturb its electrical condition : test the state of the 
coatings by an electroscope, and it will be found, on the prin- 
ciple of the electrophorus (53), that the upper coating, 
originally positive, will now appear negative ; and the under 
coating, originally negative, will be positive, showing evidently 
the still excited state of the particles of the dielectric. 

Exp. 37. Deprive the two coatings of all electricity, and 
replace the system as before, having been careful to preserve 
the insulated state of the glass plate : complete five or six 
alternate contacts with the coatings and the finger: first 
touching one and then the other, a weak spark will be com- 
monly elicited, and if the discharging rod be applied, the 
system may be again discharged, although in a low degree. 
As the coatings were rendered perfectly neutral, this subse- 
quent charge could only have arisen from the dielectric par- 
ticles, much in the way explained by Faraday (22). 

THE ELECTRICAL BATTERY. 

76. When several coated jars are united electrically by 
joining together all their charging rods or inner coatings, and 
placing them on a common conducting base, so as to unite in a 
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similar way all the outer coatings, as represented in the next 
figure 37, such a combination is termed an electrical batteiy. 
When charged from a common source, and discharged 
in the usual way, they all act together in mass, as one 
great jar ; we have hence a means of multiplying electri- 
cal accumulation to an almost unlimited degree, provided we 
can obtain a sufficient charging power. The resulting effect, 
although not quite in the ratio of the number of jars in com- 
bination, on account of the obstructions of the charging rods, 
&c., will still have a fair approximation to it if the charging 
power be high and the jars be of sufficient magnitude. With 
a battery of 100 jars, each about 13 inches in diameter, 2 
feet high, and exposing each about 5\ square feet of coated 
glass, the Dutch Electrician, Van Marum, obtained a tre- 
mendous action. When this battery, exposing altogether 550 
square feet of coated glass, and charged by the great Teylerian 
machine (48), was discharged through and upon various kinds 
of matter, its force was quite irresistible. When passed through 
steel bars 9 inches in length, £ inch wide, and -Jjth thick, the 
bars became powerfully magnetic: a piece of box-wood, 4 
inches in diameter and 4 inches long, was rent in pieces : 
various metallic substances were melted and dispersed in all 
directions : an iron wire, 25 feet in length, and about the yxoth 
part of an inch in diameter, fell under the shock into red-hot 
balls thrown in all directions : a piece of tin wire, 8 inches 
long and T ' ¥ tli of an inch in diameter, disappeared in a cloud 
of blue smoke, from which fell red-hot globules of tin ; — these 
repeatedly bounded from a piece of paper beneath. 

77. In the construction of such batteries it has been usual 
to fit them up in series of small jars, each jar having a separate 
cover of mahogany, with an attached charging rod and chain. 
They are placed in partitions, in a case lined with tin-foil, and 
the jars are connected by cross brass rods terminating in balls. 
The expense of all this is very great ; and moreover such an 
arrangement is undesirable. The most effective arrangement is 
to employ jars of as large dimensions as possible, prepared as 
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already explained (60). The fewer jars in a battery the 
better. They should be grouped on an open conducting base 
about a central jar, as in No. 1 of the next figure (37), either 
in groups of five, seven, or any other convenient number. If 
the battery requires further extension, then unite such groups 
by joining the charging rods of their central jars. In this 
way, by the aid of a few common brass wires, and some holes 
in the charging rods, we may put together in a short time a 
battery of any required power and of the most efficient de- . 
scription, with very little inconvenience, trouble, or expense. 

78. The management of electrical batteries requires very 
considerable caution. They can be, of course, easily charged 
by connecting the central rod with the machine ; the charge 
will then pervade the whole through each conducting ramifi- 
cation. To discharge such a series it will be desirable to employ 
two insulated balls, one in communication with the central 
charging rod, and the other with the common conducting base 

Fig. 37. 




on which the jars are placed, that is to say, with the external 
coatings, and which balls can be joined at any required instant, 
as shown in No.’2 of figure 37. In this figure, a is a ball of 
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brass supported on a rod of Tarnished glass a b by a glass pillar 
and mahogany ball b. The ball A has a vertical hole through 
its centre, so as to admit of a short brass rod p o, carrying a 
discharging ball p, falling freely through it. The rod p o has 
two or more small holes drilled in it, by which it can be sup- 
ported at a given height on the ball a, by means of a pointed 
bent wire attached to a hinge joint at t, and a glass handle t c. 
The front of the ball a receives a direct metallic communica- 
tion, p a, with the battery, as shown in the figure. Imme- 
diately under the discharging ball p is a similar ball N, fixed 
on a stout pillar of glass, and connected in any required way 
with the exterior coatings or base of the battery. When the 
operator requires to discharge the battery through any given 
circuit, he liberates the bent brass wire support fixed to the 
joint at t by a light touch of the glass handle c. The ball p 
then falls on the ball n, the balls p n come together, and the 
battery discharges without danger to the operator, and always 
in the same way. 

79. When certain substances are exposed to the action of 
the battery, they are placed on an insulating table between two 
directing wires, which may be adjusted conveniently for the 
particular experiment. An instrument of this kind is termed 
a ‘ Universal Discharger,’ and is represented in No. 3 of figure 
37. The two directing rods a b are fixed on pillars of glass, 
and are so arranged as to slide through short spring tubes fixed 
to the joints, and move in any direction ; the insulating table c 
is placed between these rods, and is fixed on a glass rod, sup- 
ported in a socket of wood so as to slide with friction in a piece 
of compressed cork, up and down, and be maintained to any re- 
quired height : the substance to be operated on is to be placed 
between the directing rods a b on the table c, or stretched 
between them : one of the rods is then connected with the 
lower insulated ball n of the battery discharger, and the other 
with the common conducting base on which the battery rests, 
as shown in the annexed figure'37, in which it is evident that 
directly we liberate the ball p, and cause it to fall on the ball 
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n, we have completed a circuit p a p n b a, immediately through 
the substance exposed to the battery, and extending directly 
from the inner to the outer coatings. 

It may be proper to observe that several contrivances have 
been employed for discharging electrical batteries ; but that 
just described is very safe and efficient. 

ELECTROMETERS. 

80. An electroscope adapted to the measurement of elec- 
trical quantities of any kind is termed an Electrometer, and is 
employed to determine either the relative quantity of electricity 
actually in operation, — its attractive or repulsive force under 
given conditions, — or the comparative effect produced by its 
discharge in various ways. The different electroscopes already 
described (41) are converted into electrometers by applying to 
them some graduated measure of their respective indications. 
The following may be considered as being amongst the most 
perfect and available of such instruments. 

81. Quadrant Electrometer . — This electrometer was in- 
vented by Mr. W. Henley, F.R.S., so long 
since as the year 1772. It has been much 
employed in certain electrical investigations, 
especially with the electrical jar, or battery, 
and appears to be the first instrument of this 
kind ever used. A short reed c d, fig. 38, 
terminating in a light ball of pith d, is set 
on a delicate axis attached to a vertical 
conducting rod or stem a b. This axis c 
is in the centre of a graduated quadrant or 
semicircle, also affixed to the same stem. 

The stem has a ball at a, against which 
the reed cd reposes when not electrified. 

When charged either by placing the instrument on one of the 
conductors of the machine, or on the rod of an electrical jar, 
as in fig. 37, the reed c d rises into the air, and marks, as an 
index, on the graduated semicircle the angle of divergence by 



Fig. 38. 
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which the comparative amount of electrification or charge may 
in some cases be estimated. 

82. Quadrant Electrometer of Double Repulsion . — This 
instrument, constructed on the same principle as the former, 
is represented in the annexed figure 39. A 
small elliptical metallic ring c is set ob- 
liquely on a short brass rod c m, sustained 
on an insulated support: two light metallic 
wires, ca, cb, are fixed vertically at the 
opposite ends of the long diameter of the 
ring; and these wires terminate in gilt 
balls of pith or cork. In the direction of 
the short diameter of the ring, a delicate 
axis is set on points which by a central 
transverse pin carries two light reeds cd, 
cf, forming together one long index df. 

This index also terminates in gilt pith 
halls : when uncharged, the index reposes 
against the vertical wires ca, cb: when 
electrified, either alone, or by connecting 
the rod cm with a charged conductor or 
jar, the index is repelled in opposite direc- 
tions, above at a, and below at b, by a 
double repulsion, the amount of divergence 
being estimated by a graduated quadrant 
fixed in the centre of the axis of the index, behind the ellip- 
tical ring c. The tendency of the index to a vertical position 
is regulated by short pieces of reed, placed on the opposite 
arms of the index, and w’hich slide with friction on them, so 
as to admit of being placed at various distances from the 
centre : thus the index diverges with an extremely small force. 

83. This class of electrometer, although convenient and 
useful in many instances, is nevertheless of very limited appli- 
cation in others. We are certainly enabled to say that, cceteris 
paribus, when the angular divergence is the same, the same 
quantity of electricity is in operation : with a greater diver- 
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gence, there is a greater quantity, — with a less divergence, 
less ; but how much greater or less it is not easy to determine, 
since we have with the divergence to take into the account the 
diminishing force of repulsion as the distance increases, and 
the simultaneous increasing force of gravity at different angles, 
together with all the different and varying distances from the 
centre to the extremities of the repelling arms ; and also the 
variable oblique action of the forces as the index rises ; all of 
which is to a certain extent indeterminate. The common 
Henley’s Quadrant Electrometer, when placed on a charging 
jar, as in fig. 37 (78), exhibits at first little or no activity. 
As the charge proceeds, its action rapidly increases : finally, 
after arriving at an angle of about 60 degrees, the rate of pro- 
gress of the index is slow, and it will frequently attain a maxi- 
mum elevation before the charge is complete. Cavendish 
states in his manuscripts, that when this electrometer is con- 
siderably elevated on a long stem above the charged conductor 
on which it is usually placed, the indications will be different 
from those obtained when it is situated close upon it. In the 
first case, the electrometer is more sensible at the beginning 
of the motion ; in the latter case it is less sensible. The dif- 
ference by experiment with similar quantities of electricity 
was found to be considerable : thus when close upon the con- 
ductor, the divergence was only 5 degrees; when elevated, 
the divergence amounted to 2 1 degrees. On the other hand, 
towards the close of the motion, the sensibility of increase was 
found to be less in the elevated than in the close situation. 
The safest method perhaps is to determine experimentally for 
each particular instrument the angular quantity corresponding 
to a given charge, and to estimate accordingly. 

84. The following are the results of some experiments of 
this kind with the electrometer of double repulsion (82) when 
connected with an electrical jar, the quantity of electricity 
being estimated by the number of revolutions of the machine, 
or by other known units of measure to be presently de- 
scribed (90). 
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Measures of \ 
Electricity. J 


10 


20 


30 


40 


50 


60 








100 


Degrees of 1 
Divergence. J 


1 


& 


12 


16 


20 


28 




34 


36 


40 



If we reject the first two experiments, and commence with. 
30 measures, we find the angular divergence of the index 
nearly as the quantity of electricity : thus the divergence cor- 
responding to the quantities 30, 60, and 90, which are as the 
numbers 1, 2, 3, is 12, 28, 36, also as the numbers 1, 2, 3, or 
nearly so ; and this law appears to obtain generally within 
certain limits. Thus the quantities 50 and 100 give the diver- 
gences 20 and 40, which are both as 1 : 2. 

Achard states, that to estimate truly the repulsive force 
by Henley’s electrometer, the graduations should be according 
to a scale of arcs, the tangents of which are in arithmetical 
progression. The truth of this, however, can only be ascer- 
tained experimentally. 

85. Cavendish’s Electrometer. — This instrument, repre- 
sented in the annexed fig. 40, is a most ingenious and ready- 
conversion of the double reed elec- 
troscope, fig. 24 (41), to an instru- 
ment of measure. The following 
description of it is extracted from 
the valuable manuscripts of this 
distinguished philosopher, a a and 
b b are two * wheaten straws,’ each 
1 1 inches long, supported by fine 
steel pins resting on notches in a 
small metallic plate p, so as to turn 
on each of these points as a centre. 

The straws are left open below, and 
carry two small cork balls a b, about 
one-third of an inch in diameter, 
covering their open ends. In 
order to increase the force with 



Fig. 40. 
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which the straws tend to close at any angle of divergence, the 
lower open ends are occasionally loaded with short pieces of 
wire of a given weight. Now it is not difficult to find, on 
common mechanical principles, the relative forces with which 
the straws, considered as levers, will tend to the perpendicular 
when light, and when loaded with given weights, and thus 
estimate the relative repulsive power required to maintain the 
same angle of divergence in these two cases. Suppose, for 
example, the force tending to the perpendicular from a given 
angle of divergence was four times greater when loaded than 
when light, w T e might infer that if divergent by electrical re- 
pulsion, four times the repulsive force must be exerted to 
sustain the loaded reeds at the same angle as the light reeds. 
Supposing the force of gravity in this kind of instrument to be 
concentrated in the balls themselves, “ the force required to 
separate them will be as their weights directly so that by a 
careful manipulation we may, -with this kind of instrument, 
measure the repulsive force pretty accurately. In applying 
this electrometer, we suspend it from the charged body, and at 
a distance of about G inches before a strongly marked paste- 
board scale c d, the eye being situated about 30 inches before 
the scale, so that .by means of an eye-piece the angle of diver- 
gence is easily estimated. The straws a a, & b reach nearly to 
the bottom of the cork balls, but not quite, so that the lower 
ends of the small wires with which the reeds arc loaded may 
be just even with the surface of the ball, being retained in 
their places by a little soft wax. 

86. The Balance of Torsion. — M. Coulomb, a distinguished 
member of the Royal Academy of Sciences at Paris, describes, 
in a memoir presented to the Academy in the year 1/85, a 
method of balancing the force of electrical repulsion against 
the re-active force of a fine wire, suspended vertically, and 
twisted more or less from its quiescent position. This has 
been termed Coulomb's Torsion Balance. It is represented in 
the annexed figure 41. A fine wire or silver thread a b is 
attached to a rigid pin at a, and carries at its lower extremity b 

E 
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a small weight, and a transverse arm or Fig. 41 . 

lever inn: a small gilt disc of paper or 
a gilt pith ball, insulated on a thread 
of lac, is attached to one end m of this 
arm, and a paper vane, to arrest the 
oscillations, is fixed to the other extre- 
mity : the whole is enclosed in a case of 
glass. Immediately next the ball m there 
is another similar ball p, insulated and 
supported by the cover of the glass case : 
the centre of this ball corresponds with 
the zero of a graduated circle ptn, sur- 
rounding the cylindrical case, by which 
means any angular distance between the 
balls pm can be estimated. "When the 
ball p is electrified, or charged, and 
placed in the case through a hole in the cover, so as to touch 
the ball m of the lever, then the balls repel each other (1G) ; 
the lever mn is turned upon its centre, and the suspensory 
wire becomes more or less twisted : in this way a re-active 
force is produced, and a balance obtained to the electrical 
repulsion at a given point. 

Let, for example, a charge be communicated to the fixed 
ball p, such as would cause the two balls to separate 36 de- 
grees; then, as is evident, the wire would become twisted 
through an angle of 36 degrees ; and since Coulomb proved 
that its re-active force, or tendency to return to its previous 
state, was exactly proportionate to the torsion, 36 degrees be- 
comes the measure of the electrical force operating between 
the balls at that distance. 

Suppose it be now required to find the torsion force required 
to maintain the balls against the electrical force at a divergence 
of 18 degrees, or one-half of the former angle ; we then turn 
the central pin at a, to which the wire is fixed, in opposition 
to the direction of the repulsive force, until we oblige the balls 
to rest at the given angle : this is the new force of torsion. 
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For the measurement of this, there is a graduated circle and 
index, with a milled head at the termination of the suspension 
pin a. Suppose, for example, that in order to maintain 
the balls at 18° wq had twisted hack the wire a b against 
the electrical force 126°, as measured by the graduated 
circle at a, then 126°, together with the former torsion 
of 18° = 144°, would be the total force at that angle, 
and we should have the numbers 36 and 144 for the relative 
values of the repulsive forces at the angular distances of 36° 
and 18°. 

87. The Bifilar Balance . — In this electrometer, invented by 
the author and described in the ‘ Transactions of the Royal 
Society’ for 1836, a re-active force is obtained by means of a 
lever at the extremity of two parallel and vertical threads of 
unspun silk, suspended within a quarter of an inch of each 
other from a fixed point : the threads are stretched more or 
less by a small weight, and the repulsive force is caused to 
operate much in the same way as in Coulomb’s Balance of 
Torsion. As the threads tend to turn, as it were, upon each 
other, the stretching weight becomes raised by a small quan- 
tity, and thus gravity is brought to re-act against the repulsive 
force in operation. The delicacy of this balance is extremely 
great, and will render sensible a force of the - 5 - a ^ 0 - o th part of a 
grain. 

88. The Hydrostatic Electrometer. — In this instrument, 
the essential parts of which are represented in figure 42, the 
force of electricity is balanced against the position of a small 
counterpoise, partially immersed in water. A light circular 
gilt disc a is fixed on an insulating rod at the extremity of 
a graduated slide, by which it may be raised or depressed to 
any required distance : opposed, and directly over this, is a 
similar gilt disc n, insulated by a suspensory silk thread n m, 
and attached to a silver thread exon passing over a quarter of 
the circumference of a wheel w, set on light friction wheels, in 
order to obtain a free motion. The weight of the conductor b 
is counterpoised by a short cylinder of wood a, suspended 
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in a similar way from 
a silk line t a passing 
round the opposite 
side of the wheel, and 
partly floating in water 
contained in a small 
glass vessel d : the 
wheel carries an in- 
dex of light reed c i, 
moveable over a gra- 
duated arc x o y: the 
centre o of this arc is 
marked zero. The 
counterpoise a may be 
so adjusted, either by 
small weights, or by 
a regulating screw r, 
by which the glass ves- 
sel d, containing the 
water, is supported, 
that when in equilibrio 
at a certain immersion 
of the float, the index 
ci is at zero ofthescale. 

The whole of the wheel-work, with its arc and other attached 
parts, may be raised or lowered through measurable spaces by- 
means of a rack and pinion c, fixed in the column of support 
g h. ■ The details of the framework of the instrument are 
omitted in the figure, in order to avoid complication. 

It follows from this arrangement, that so soon as any new 
force is brought to operate on either side, suppose the force of 
a few grains’ weight, then the cylindrical float d either sinks or 
rises in the water, until the fluid which it continues or ceases to 
displace balances the weight added ; and this is shown by the 
position of the index on the arc x o y ; so that any force 
operating between the circular discs a b may be referred to a 



Fig. 42. 
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known standard of weight determined experimentally in terms 
of the divisions of the arc x y. 

In the application of this instrument to the measurement of 
electrical attraction, the suspended disc b is connected with its 
silver thread of suspension c n hy a very fine wire, and a charge 
is communicated to the fixed disc a. For repulsive forces we 
remove the connecting wire, so as to leave the disc completely 
insulated ; we then charge it with a similar electricity to that 
of the disc a, either hy bringing the discs in contact or by 
other insulating temporary communication, or by a separate 
and temporary charge. In either case the forces are shown 
on the arc x y either in direction o x or o y. 

To estimate the distance of action a n, the two discs are 
first made to touch and lie evenly on each other; they are 
then separated by a given measured space, either by means of 
the rack at c or the rack at p : this will be the distance at 
which the force begins to operate. The final distance, when 
the balance is obtained, will be this distance plus or minus the 
quantity which the disc n has either ascended or descended ; 
and which is so arranged that a vertical motion of b of the 
100th of an inch moves the index c i exactly one degree of 
the arc. Thus, suppose the first distance a b being regulated 
to one inch, an attractive force had caused b to descend until 
the index had reached 10 degrees, at which point the force 
became balanced, then the actual distance of action would be 
1 inch + = -j-Jths, taking y 5 th as the unit of measure. 

Or supposing we required to determine the force of a given or 
variable quantity of electricity at a constant or variable dis- 
tance, previously determined as before, we have only to bring 
the index to the zero of the arc by means of the screw at r 
which regulates the water-vessel, which must be done while 
the instrument is under the operation of the electrical force, 
and we thus restore the measured distance. If we now discharge 
the electricity of the attracting or repelling discs a b, the index 
will move cither toward x or y, as the case may be, and mark 
off in degrees the relative amount of the respective forces. 
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The quantity of electricity, all other things being the same, 
■will be, by a law of electrical charge to be presently explained, 
as the square roots of the forces as expressed by the index. 
Thus, if in any two consecutive experiments the forces were 
4 degrees and 9 degrees, then thc_relative quantities of elec- 
tricity in operation will be as V 4 : V 9, that is, as 2:3. 
A more particular description of this electrometer will be found 
in the Transactions of the Royal Society for 1839 and 1834. 

89. The Scale-beam Electrometer . — The common scale- 
beam furnishes an exact measure of electrical force, and has 
been applied to the purposes of an electrometer with consider- 
able effect : the particular arrangements are described by the 
author in the Transactions of the Royal Society for 1834; 
they are very similar to those of the electrometer just de- 
scribed, with this exception, that a common balance is substi- 
tuted for the wheel- work, the suspended disc is counterpoised, 
and the force of the attraction is estimated by weights placed 
in the scale-pan. The general arrangement is shown in 
figure 43, in which a b are the opposed discs , cd a delicate 
beam sustained on a column Fig. 43. 

of support c, furnished with 
a rack and pinion as at c in 
the preceding instrument ; 
s is a scale-pan resting on a 
small table t, and f a light 
arm to be occasionally turned 
in under the beam, either to 
support it or prevent it from 
descending beyond a given 
point. 

Electricity is communi- s 
cated to the disc a through 
the insulated conductor p, 
and the attractive force is 
estimated by small weights in the pan s. 

Q0. Electrometers more especially applicable to the Leyden 
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jar, in combination with the preceding, are of great moment 
in electrical investigations; particularly those by which a 
precise estimate of the quantity of accumulated electricity 
may be attained : several methods have been resorted to for 
the construction of such instruments, including the principle 
of the fusion of metallic wires by the subsequent discharge. 
Of such instruments, the most available are the electrometers 
of Lane and Cutlibertson ; the Unit measure and Quantity 
jar ; and the Thermo-electrometer. 

9 1 . Discharging Electrometer. — This electrometer was con- 
trived about the year 1767, by Mr. Thomas Lane, a medical 
practitioner, of London, his object being to obtain from an 
electrical jar repeated discharges of a given force. The instru- 
ment consists of a bent arm of glass acb, fig. 44, attached to 
the charging rod a : this arm 
sustains a screw-slide and tube 
carrying a rod and ball n t, con- 
nected with the outer coating 
of the jar by a wire s, the ball n 
being, by means of a graduated 
circle and index at t, set at a 
measured distance from a simi- 
lar ball in, projecting from the 
charging rod. When the increas- 
ing force is sufficiently powerful, 
an explosive or disruptive dis- 
charge ensues between the balls 
m n, and it is demonstrable that 
the relative quantity of electricity accumulated at the instant 
of the discharge is directly as the distance between the points 
of contact of the balls : thus, when the discharge takes place 
at a distance of four-tenths of an inch, the quantity of elec- 
tricity accumulated would be double that producing a discharge 
at two-tenths of an inch, and so on, as will be presently 
demonstrated. 

92. CuthbertsorC s Discharging Electrometer. — This instru- 
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ment, represented in the annexed figure 45, consists of an 
insulated metallic rod a b, set on a knife-edge centre at c, and 
equally balanced by a hollow brass ball a b at each end. 
The centre is covered by a ball c, with slits in it to allow 
of the motion of the arms of the balance. One of these 
balls, a, rests on a second similar ball d, sustained from the 
insulator k of the balanced arm a c b, and to be connected 
when the instrument is applied with the positive ball p of 
a jar or battery. Immediately under the opposite ball b is a 
similar ball n, but fixed 
at a distance from the ball 
b : this last ball n is con- 
nected with the negative 
side of the jar or battery. 

The arm c a is divided 
into CO parts, after the 
manner of a common steel- 
yard, to which a loose 
slider is adapted, which 
being set to different 
divisions from the centre 
c, furnishes different measured resistances to the motion of the 
rod a b, about the centre e, — estimated in grains. These 
arrangements being complete, suppose the slider set at 10 
grains, then, as the charge proceeds, the balls a d will begin to 
repel each other (16). When the force just exceeds the 
resistance, the arm c a will rise, and the slider, which is loose 
upon the arm, will fall towards the centre c : then the arm c b 
will descend, and the ball b coming within the limits of the 
attractive force between n and b, will rapidly approach the ball 
N, and discharge the battery by the circuit vdf geb N n. 

It has been usually supposed that the accumulation will be 
as the resistance directly, so that when the slider is set to 5 and 
10 grains, the respective quantities of electricity accumulated 
and discharged will be as 1 : 2. Such, however, is not the case, 
as we shall presently see. To obtain a double charge, the 
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flidcr must be set to 20 grains, or four times the first resist- 
ance, — the electrical force being as the square of the quantity 
of electricity accumulated (112). Henley’s Quadrant Electro- 
meter is usually placed in the centre of this discharger, by which 
means, as was observed by Cuthbertson, we unite into one in- 
strument, Henley’s Electrometer, by which we see the progress 
of the charge (82); Lane’s Discharging Electrometer, by 
which the battery is discharged when the balls b n come 
within a striking distance ; and obtain a measure of the re- 
pulsive power in weight, and hence a measure of the quantity 
* of the electricity accumulated. 

If we connect the centre ball c with the positive conductor p, 
and place n without the striking distance from b, we may then 
take d as a mere insulated support, and allow the balls b n to 
close by attraction. In this case the ball d may be insulated on 
a plain glass rod. This instrument, as is evident, may be applied 
in various ways ; the latter, however, is perhaps the best. 

93. The Unit Measure . — This species of electrometer, for 
the measuiement of quantities of electricity, was invented by 
the author in 1829, and described by him in the Phil. Trans, 
for 1834, page 217. It consists of a small Leyden phial, 
A, fig. 4G, about five inches in length, and three-fourths of an 
inch in diameter, fixed 
horizontally on a long 
inAlator b, and inter- 
posed between the ma- 
chine and the jar or 
battery to be charged: 
this small phial is 
coated to within nearly 
two inches of the top, 
so as to expose about six square inches of coated glass ; the 
charging rod is connected at r with the charging conductor of 
the electrical machine, and the outer coating with the jar or 
battery by a rod t p. When the machine is set in motion, this 
small jar begins to charge, and by the law of the Leyden 
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phial (65), as much electricity as is thrown upon the inner 
coating by the electrical machine, leaves the outer coating to 
be distributed over the inner surface of the jar. "When the 
accumulation in the phial a has reached a certain height, as 
measured by two small balls m n, connected with the inner and 
outer coatings on the principle of Lane’s electrometer, just 
described, a disruptive discharge or explosion ensues, which 
marks a certain quantity of electricity received as a charge by 
the battery in terms of the small jar, charged to a given 
degree : this explosion, for all practical purposes, sufficiently 
discharges the phial, and places it in a state to mark a similar * 
quantity, at each instant of the explosion, as the charge pro- 
ceeds : thus the small jar becomes a sort of unit of measure, 
showing how many phials of electricity have, as it were, been 
poured into the charged jar or battery : it is only requisite to 
fix the distance between the exploding balls m n, by means of 
a graduated slide on the charging rod, so as to determine the 
magnitude of this unit, and we assign precisely its comparative 
relative value. 

94. The Quantity Jar . — The communication of small mea- 
surable quantities of electricity to insulated conductors is of 
great importance to the progress of electrical research. The 
unit measure last described is not always available to this pur- 
pose, which is best effected by what may be termed a Quantity 
Jar, invented by the author, and prepared as in fig. 47. In (&is 
figure . a is a coated jar. Fig. 47. 

exposing about a square 
foot of coated glass : it has 
a large uncoated interval 
varnished ; it is insulated 
horizontally on a long var- 
nished glass rod g, and in 
addition to the charging 
rod and ball p, it is fur- 
nished with a similar rod 
and ball n, projecting from the outer coating at the base of the jar. 
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Each of the rods p n is furnished with a small electrometer a b, 
on Henley’s principle, but consisting of a light straw, balanoed on 
a fine axis by a counterpoise ball, and set in an elliptical ring, 
similar to the method of the electrometer, fig. 39 (82), except 
that it is placed horizontally, and is a single reed counterpoised 
by a short arm and ball. Suppose this jar to be charged with 
any given quantity of electricity as measured by the unit 
measure just described, it will then furnish to a small insulated 
transfer plate or sphere, such as represented c a, fig. 14 (26), 
a succession of sparks, which may for all practical purposes be 
taken as equal to each other, and which may be transferred 
to any insulated body k, fig. 42 (88), connected with the 
electrometer. If we require positive electricity, we first touch 
the ball n connected with the outer coating, so as to neutralize 
any surplus electricity (62), and then apply the transfer sphere 
to the ball p. If we require negative electricity, we then 
neutralize first the surplus spark of the positive coating by 
touching the ball p (62), and then proceed to apply the insu- 
lated sphere to the ball n. We may easily determine by 
means of the electrometers the range within which the transfer 
sphere will always become charged with the same quantity. 

Plates of various sizes and forms may be employed as 
transfer plates for ordinary purposes : a small disc about 
1 inch in diameter will be found convenient. If we require to 
obtain a double or treble quantity of electricity at once upon 
the same plate, we must have our transfer plates so pro- 
portioned that they shall not only expose double and treble the 
area, but this area must be placed under twice and three times 
the extent of linear boundary (114). 

In transferring electricity in this way to insulated conductors 
exposing a large extent of surface, the small transfer disc or 
sphere may be considered for one or two transfers to have 
yielded up all the charge after the contact. If the insulated 
body k, fig. 42 (88), be an open sphere or cylinder, then on 
contact with the inner surface, all the electricity of the transfer 
sphere will certainly disappear, as is seen Experiment 21 (26). 
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In some instances in which we desire to communicate small 
and equal measures of electricity to a large insulated plane, we 
may deposit the transfer disc on its surface, and then proceed 
to a second equal disc ; and so on in this way we may insure 
the communication of successive equal measures : very small 
jars or plates, exposing from 1 to 4 square inches of coated 
glass, may he occasionally employed in the transfer of mea- 
sured quantities of electricity in this way. 

We have been rather disposed to dwell on this branch of 
electrical manipulation, from its great importance in refined 
inquiries in electricity. Cavendish, as it appears from his 
manuscripts, estimated electrical quantity much in this way, 
and in square, globular, or circular inches. By a globular 
inch he means the quantity of electricity on a globe of 1 inch 
in diameter, supposing it charged to saturation. Thus, he says, 
the charge of a circle 18*5 inches in diameter is 13 5 globular 
inches of electricity ; 8 square inches, he says, equals 9 circular 
inches, — taking the square or circular inch as unity. The 
quantity jar may he used without the electrometers p n, after 
being charged by the unit jar (93). Its state may be tested 
from time to time by occasional contact with the double 
repulsive electrometer (82). Fig. 48. 

95. The Thermo - Electrometer. - — The 
effect of the electrical discharge on metallic 
bodies is to raise their temperature to a 
greater or less degree, and in many instances 
to render metallic wires red-hot, and to dissi- 
pate them in a shower of melted globules. 

The fusion of wire has accordingly been 
resorted to as a measure of the force and ex- 
tent of electrical accumulations on coated 
glass. Independently of this method being 
uncertain and tedious, it is in many instances 
quite inapplicable to many refined inquiries. 

The thermo-eledtrometer, invented by the 
author, whilst it avoids all destruction of 
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the metal, indicates at the same time the comparative heating 
effect of the discharge, and admits of an accurate estimate 
of the force in operation. It consists of an air thermometer 
A cd, fig. 48, having a fine wire of platinum passed air-tight 
across its bulb A, which is screwed also air-tight on a small 
open vessel containing a coloured liquid, and soldered at the 
extremity of a bent glass tube a c d. The long vertical leg c d 
of this tube is supported by a graduated scale of inches and 
tenths, on a convenient foot c, the lower part of which is 
marked zero, at the point where the coloured liquid in the 
short leg finds its level. There is a small screw-valve at b, 
to admit of an opening with the extenial air, so as to adjust 
the fluid to zero of the scale. 

When an electrical accumulation from a jar or battery is 
passed through the wire in the ball a, the temperature of the 
wire is more or less raised, which causes the air to expand and 
press the coloured fluid up in the long leg cd, the altitude 
being measured on the graduated scale. In this way a com- 
parative numerical value of the heating effect of the discharge 
may be arrived at ; and it is found that the height to which 
the fluid rises in the leg c d is as the square of the quantity of 
electricity discharged. The delicacy of this electrometer will 
depend on the size of the platinum wire, which, for ordinary 
purposes, may be from the T ' 7 th to the y^th of an inch in 
diameter, and about 3 inches in length, corresponding with the 
diameter of the ball of the thermometer. The electrical dis- 
charge is passed through the wire by means of the drop ball, 
fig. 37, No. 2, the wire being placed in the position of the 
universal discharger a c b, and the circuit n bean completed 
by connection with the two balls external to the glass ball a, in 
which the wire terminates. A more detailed account of this 
instrument will be found in the ‘ Philosophical Transactions ’ 
for the year 1827, and also in the ‘Edinburgh Philosophical 
Transactions’ for 1832. 
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LAWS OF ELECTRICAL ACTION. 

Actions at a Distance — Views of Faraday — Inductive Force — Law of 
Electrical Attraction — Repulsive Force — Researches of Coulomb — 
Laws of Electrical Charge — Investigations of Cavendish — Conditions of 
Charge on Coated Electrics — Tension and Intensity. 

96. The operation of those mysterious and intangible powers 
in nature, by the agency of which masses of matter influence 
or act upon each other at very sensible And even very remote 
distances, is a subject of physical research replete with the 
most exciting interest, whether we refer such actions to the 
question of gravity as exerted between the sun and planets at 
distances of many millions of miles, or to the influences of 
bodies electrically charged through comparatively insignificant 
distances of only a few inches. In either case the fact is 
equally wonderful and important. Philosophers, for a long 
time unable to assign any sufficient cause in explanation of 
the action of bodies on each other at a distance, have been 
content to consider such phenomena in the light of a mere 
matter of fact — upon which they have been led to rest a theory, 
without inquiry into the cause. 

97. Before entering upon a particular analysis of such 
actions through the agency of electricity, it may be useful to 
revert once again to the admirable inquiries of Faraday, 
inasmuch as they afford a fair view of the nature of the opera- 
tion by which an electrical force, originating in a certain place, 
is propagated and sustained at a distance, appearing there, in 
another place, as a force of a similar kind. 

We have already seen, in Exp. 16 (23), that the phenomena 
of electrical attraction and repulsion are altogether dependent 
on a preparation principle, termed induction , by which a 
substance is first rendered capable of being attracted or re- 
pelled, and is then attracted or repelled. Now this principle 
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of induction, as we have found, is of the utmost generality 
in electrical action, — it is the essential function of all electrical 
development; so that in fact we cannot proceed with any 
investigation in electricity without some practical knowledge 
of its nature. 

98. According to Faraday (38), the immediate effect of 
any substance electrically charged is to bring the particles 
adjacent to it into a peculiar constrained condition, consisting 
of a new distribution of the electrical forces resident in them, 
and by which these forces become placed in a new and certain . 
relative position in regard to the electrified substance. These 
proximate particles, thus electrically affected, now act on the 
next particles contiguous to them, and these on the next, 
and so on, through a given series, until the forces throughout 
the whole become symmetrically arranged in a succession of 
positive and negative points, as already explained, fig. 20 (38), 
or, in other words, become polarized; thereby propagating the 
original force to a distance where it appears to be sustained as 
a force of the same kind, equal in amount, but opposite as to 
direction, Exp. 14 (21). Now in metallic and other good 
conducting bodies this polarization of intermediate particles 
does not subsist for an instant, in consequence of the particles 
communicating the opposed forces from one to the other, by 
which the whole condition is lowered ; it is, in fact, this act of 
discharge from particle to particle which constitutes conduction. 
Metallic or other conductors, therefore, will only exhibit the 
polarized state as a whole ; as in the instance of the faces b c 
of the cylinder b, fig. 9 (21). Now this result is altogether 
independent of the mass of the body, and requires no sensible 
thickness for its mere development ; a piece of the thinnest 
leaf gold may become positive on one surface, and negative on 
the other, and that without the least interference of the two 
electrical forces. Hence all charge will necessarily be found 
on the surface of conductors (24), since it is only there that 
the surrounding resisting dielectric medium, capable of sustain- 
ing induction, and upon which the charge depends, is found to 
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commence. If the conductor be hollow, or contain air, still 
there can be no induction, on account of the opposing actions 
in all directions from the interior surface of the charged body 
(24). In the case of electric substances forming dielectric 
media, as in the instance of the intermediate air or glass 
between limiting conducting planes, fig. 27 (42), the thick- 
ness of the stratum has a most important influence. In such 
media the forces cannot discharge, as it were, into each other, 
as in the former case ; and the result is a permanently existing 
. polarization throughout the whole series, constituting what 
has been termed insulation (8) (11), and by which a sort of 
propagation of force is obtained throughout a series of particles, 
until the force reaches some limiting conducting surface, and 
appears there at a distance from the point in which it origi- 
nated. By the term contiguous particles, wc are to under- 
stand, following particles, or next particles, without any 
relation to the question of nearness, or of indefinitely small 
distances between such particles (38) ; by polarity we under- 
stand, also, such a disposition of force as enables the same 
particle to acquire opposite powers in different parts, as repre- 
sented in fig. 20 (38). 

99. We see, then, according to these views, that the first 
effect of an electrically charged or excited body upon an insu- 
lating medium is upon the particles of the medium immedi- 
ately next it : these operate in a similar way upon the follow- 
ing or contiguous particles, until the force extends to some 
distant body ; and there is probably no distance so great as to 
be without the reach of this progressive propagation, although 
with the same originating force the polarization goes on more 
easily as the extent of the medium is lessened, since there will 
be in this case fewer particles in the line of action opposing a 
united resistance to the polarized state, which we must ever 
consider as a constrained state, being sustained purely by the 
force of the originating electrical charge. The annexed 
diagram, fig. 49, may serve to elucidate this more com- 
pletely. Let a be a conductor, charged either positively or 
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negatively ; n a distant neutral and similar conductor ; and 
abode intermediate particles of any insulating dielectric 
medium : then if a be charged positively, we obtain a series of 



Fig. 49. 
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successive intermediate positive and negative forces symme- 
trically-disposed, the negative after the positive, until we reach 
the proximate face of the conductor n ; upon which, by the 
law of the series, a similar force will appear to that exerted by 
a, but of an opposite kind as to direction ; that is, it will 
he negative ; but as this progressive insulation of the particles 
or forces cannot exist in the conductor b, we only there obtain 
the polarized state as it were bodily, that is, where the insu- 
lating medium begins or continues, so that the next companion 
force is found towards its more distant parts ; thus, whilst the 
intervening dielectric medium is polarized, particle after particle, 
the limiting conductor is polarized as a whole : but if we 
can in a distant conductor n obtain in this way a similar 
force in effect, although opposite in direction to that of the 
permanently charged body a, it may be inferred, as we have 
shown experimentally (21), that this newly developed force 
should also operate or re-act by a sort of return action upon the 
original conductor in a very similar way, by which the state of 
polarization would be further exalted; the return action would 
in fact conspire with the original power of polarization as 
to the position of the intermediate forces, much in the same 
way as would arise supposing the distant conductor b to be 
also permanently charged with a force opposite in direction to 
that of A ; in which case it is evident that both conductors 
would act similarly. If we consider the successive polarities, 
tig. 49 , to be lines of force ( 39 ), then since the force in any point 
of such a series is made up of the forces acting in all directions, 
that is, the resultant of such forces, we may conceive the 
existence of a relative force transverse or oblique to the lines 
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a b of the direct inductive forces, equivalent to a dilatation 
or repulsion of such lines, and which may be expressed by the 
term tension . 

100. Such, then, we may conceive to be the existing state 
of things in every case of electrical action at a distance ; so that 
attraction by electrical agency is really the consequence of 
charge, as in the Leyden experiment : we require for its deve- 
lopment two oppositely electrified surfaces, usually limiting 
conductors, with an intermediate dielectric medium, the par- 
ticles of which become polarized in a similar way in each 
direction. Repulsion, on the other hand, originates in a 
similar electrical arrangement; but in this case the intermediate 
polarization is not the same in both directions, but subversive. 

LAWS OF ELECTRICAL ACTIONS AT A DISTANCE. 

101. Induction being the immediate source of all electrical 
force, and the great preparatory process upon which both 
attraction and repulsion depend, we should, in any substan- 
tial investigation of the laws of electrical action, necessarily 
commence with the nature and mode of operation of these 
inductive changes. Now we have .seen (20) (21) (99) that in 
the operation of a charged on a neutral conductor an im- 
pression is first made on the near surface of the neutral body, 
where it calls into action a force opposite in kind to that of the 
electrified body which originated the induction, this new force 
(22) (99) becomes reflected or reverberated as it were upon 
the opposite charged surface, impressing upon that surface what 
may be considered as a new force, similar in kind to that with 
which the body is supposed to be electrified ; in other words, 
it determines a portion of the charge in the line a b, fig. 49, 
of the induction, — for it is important to recollect here, that we 
really know nothing of the actual condition of what we call an 
electrified body, except through the medium of certain other 
bodies which we present to it, or which in some way operate on it. 
What would be the actual state or distribution of the electri- 
city in a charged conductor, supposing it placed in pure space. 
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apart from all disturbing influences, it is really difficult to say; 
we may certainly infer upon some well-grounded hypothesis 
or theory what it should be, but it is an hypothetical deduc- 
tion after all. Now wc have experimental evidence (22) to 
show that the result of the reverberative or secondary induc- 
tion (99) is to determine a given portion of the electricity of 
the charged body to the surface next the neutral body (21), 
Exp. 15. This then is the nature of the reflected or return 
action. 

We may further infer that a reverberative effect such as this 
being once set up, may continue beyond the first terms, giving 
rise to a second direct and return force, and so on, until the 
action sinks away in rest ; much in the same way, to use a 
mechanical analogy, as a wave set up in a long narrow tray, 
partly full of water, will continue to flow between the termi- 
nating planes at its extremities, until it vanishes in the general 
level of the surface. 

Murphy, in his valuable mathematical work on Heat and 
Electricity, adopts a view of electrical induction not very 
dissimilar to this, under the title of * Principle of Successive 
Influences he employs it to obtain numerical approximations 
to the state of electrized bodies influencing each other, by 
calculating the effects of 4 or 5 successive acts of influence. 
Professor W. Thomson, also, of the Glasgow University, re- 
sorts to a similar principle, conceiving that in the reciprocal 
action between a charged and neutral conductor, reflections 
of force are produced within the opposed surfaces, which 
reflections are perpetuated ad infinitum , much in the way of 
m optical reflections between two mirrors ; then calculating the 
several effects of these reflections, he endeavours therefrom to 
arrive at the law of the force in action. 

102. This understood, we will proceed to consider the laws 
and operation of these direct and reflected inductive forces, 
and which may be satisfactorily investigated by the following 
experimental process : 

Let A b, fig. 50, represent two light circular plane discs. 
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about 1 0 inches in diameter, covered Fig. 50. 

with metallic leaf and placed parallel 
to each other. Suppose each disc to 
be insulated on varnished glass rods 
m n ; let the upper disc a be fixed 
and connected with the electrometer, 
as shown in the figure ; let the opposed 
disc b rest on a small glass plate, at- 
tached through an insulating rod n 
to a graduated slider, so as to admit 
of being easily 
removed and 
replaced, and 
set atgiven dis- 
tances from a, 
measuredfrom 
the points of 
contact. In 
this arrange- 
ment we have, 
as is evident, 
all the condi- 
tions of the 
Leyden expe- 
riment, and 

full means of examining experimentally the laws regulating the 
inductive action of the discs on each other. 

Exp. 38. Connect the upper disc A with the ground, 
and set the attracting plates fm of the electrometer to a . 
given measured distance, say '6 of an inch ; separate the discs 
a b also by a given measured distance, say ‘4 of an inch. This 
being done, charge the insulated disc b with a given measured 
quantity of electricity by touching it with the knob of a small 
transfer jar electrified to a given amount, or by any of the 
methods already described (94). The result will be that a 
similar quantity will leave the disc A and pass off into the 
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ground (64) (65) (42). Now the quantity of electricity 
which has been thus displaced from a may be considered as 
the direct induction of n on a. In order to measure this in- 
duction, remove the wire connecting a with the earth, and 
discharge and remove the plate n ; the electrometer will then 
indicate in degrees the resulting force at the given distance, 
a b, viz. - 4 of an inch, in terms of the opposite electricity (53). 
If we repeat this experiment at 8 and 12 tenths of an inch, 
that is, at twice and three times the former distance, we shall 
obtain the electrical force at these distances in a similar way. 
Now in this case the forces in degrees, as expressed by the 
electrometer, are inversely as the second powers or squares of 
the distances between the plates a b. Hence the respective 
quantities of electricity displaced, are in the simple inverse 
ratio of these distances, being by the law of the electrometer 
(88) as the square roots of the forces. The following Table 
contains the results of a series of experiments as actually 
observed : 



Distance in tenths . . 




8 


12 


16 


Force in degrees . . 


36 


9 


4 


. 2 + 


Quantity of induction . 


6 


3 


2 


1*5 



It appears then, by this Table, that the direct induced force 
is inversely as the distance, since the distances increasing as 
the numbers 1, 2, 3, 4, the quantity of induction decreases as 
the numbers 1, •£, It is requisite in this experiment to 

discharge and depress the plate b before removing it when 
the distance is small, so that no electricity may pass over. 

If we make the distance between the plates constant and 
vary the quantity of electricity, the induction, measured in the 
same way, will be directly as the quantity ; hence the induced 
force is as the exciting electricity directly, and as the distance 
inversely. 

Exp. 39. We have in this last experiment taken the direct 
induction upon the disc a, whilst in a perfectly free or uninsu- 
lated state. Let therefore a now remain insulated, as shown 
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in the figure, and proceed to charge b with a given quantity 
of electricity, the distance a b being varied in successive 
experiments as before. In this case the direct induction will 
no longer vary in a simple inverse ratio of the distances, but 
will be in the inverse ratio of the square roots of the distances. 
Tims the distances between the discs a b being adjusted to 
3, 6, 9, 12, the forces by a direct influence on a taken in 
degrees of the electrometer and in terms of the same electri- 
city (20) were 16, 8, 5'5, 4, very nearly — being inversely as the 
distances ; the relative inductions therefore, or quantities of 
electricity displaced (88), are, 4, 2'83, 2’35, 2, being the square 
roots of these forces. Whilst therefore the distances increase 
as the number 1, 2, 3, 4, the inductions decrease in the pro- 
portion of 1, "7, "6, *5, nearly. 

Exp. 40. Let the discs ab be separated by a given dis- 
tance, suppose "3 of an inch, and put the disc b in communi- 
cation with the earth, in order to make its capacity for elec- 
trical change the greatest possible (42) ; communicate to the 
disc a a small measured charge, sufficient to move the index, say 
2 degrees ; under these circumstances place the disc b at other 
distances from disc a, — as for example, 6, 9, 12 divisions of 
the slide, or twice, three times, &c. the first distance — the 
forces indicated by the electrometer will be as the squares of 
those distances ; that is to say, they will he 2°, 8°, 1 8°, 32°, 
respectively. Now as the quantity of electricity affecting the 
electrometer will he greater, as the return action taken as a 
neutralizing force is less (42), we may take this quantity as 
being inversely proportional to the reflected force ; hut the 
quantities of electricity affecting the electrometer will he (88) 
as the square roots of the above forces, that is to say, as the 
numbers 1*4, 2 8, 4'2, 5 - 6, which are as the numbers 1, 2, 
3, 4. Taking the reflected force, therefore, as being inversely 
proportional to the square roots of the forces, we see that 
whilst the distances are 1, 2, 3, 4, &c., the reflected forces are 
1) }> i> jth- 

Exp. 41. If we take the opposed neutral disc b insulated as 



Digitized by Google 



LAWS OF ATTRACTIVE FORCE. 



119 



before, Exp. 39, then the force as shown by the electrometer 
will be only as the simple ratio of the distances directly. The 
reflected force will therefore be in this case in the inverse 
ratio of the square roots of the distances, and will hence 
vary as in the former case, Exp. 39. 

In these last experiments, the disc b being set to the given 
distance, a given measured quantity of electricity may be 
transferred for each experiment (94). 

103. Such being the laws of these inductive forces, let us 
now see how they may be applied in ex- 
planation of the law of electrical attraction 
as exerted between electrified bodies placed 
at a distance from each other. In the 
annexed fig. 51, let p represent a charged 
and n a neutral conductor, reciprocally 
attracting each other at some distance, p w > 
taken as a unit of distance. In this figure 
let n be taken to represent the direct in- 
duction upon n, and p the return force 
upon the charged body p (101), and sup- 
pose that every particle in p attracts every 
particle in n, and reciprocally. 

In this case let all the particles in n= a, and all the par- 
ticles in p = b, then the total force at distance p n — 1 will be 
represented by a x b = a b ; for the attraction of one par- 
ticle of n to all the particles of p will be as b , the attraction of 
two particles will be as 2 b, and so on, until we have attraction 
of all the particles = a, as a b. 

Suppose now we diminish the distance p n, say to the line 
cd — \pn, then by experimefits 38 and 40, induced force n 
becomes =2 n, and return force p becomes = 2 p. In this , 
case the total attractive force wall be represented by 2 a x 2 b 
— 4 ab = 2 3 ab. For, taking the particles now as double 
particles, a will become 2 a, and b will become 2 b ; then, 
reasoning as before, we have the attraction of one double 
particle of n for all the double particles in p, as 2 b of two 



Fig. 51. 
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double particles in n for two double particles in p, as 2 x 2 b 
and so on up to all the double particles in p ; which will be as 
2 a x 2 b =■ 2* ab. Suppose the distance p n to be now 
diminished to the line gh = \p n, then, Exp. 38 and 40, force n 
becomes 3 n, and force p becomes 3 p ; calling all the particles 
in n = 3 a, and all the particles in p = 3 b, we have total 
force = 3 a x 3i = 9a6 = 3 J a5, and so on. 

Thus whilst the distances become 1 , -j, &c., the forces 

become 1, 2-, 3 2 , &c., that is to say, they increase in the in- 
verse ratio of the second powers or squares of the distances, 
and become 1, 4, 9, &-c., — so that at one-half the distance the 
force is 4 times as great, at one-third the distance 9 times as 
great, &c. 

104. This deduction supposes that both the bodies p n are 
in a perfectly free state, and susceptible of the inductive 
changes upon which the forces depend. It may be verified 
experimentally in the following way. 

Exp. 42. Let the lower disc a of the scale-beam electro- 
meter already de- 
scribed, fig.43 (89), 
be placed in com- 
munication with 
an electrical jar t, 
fig. 52, exposing 
about 3 feet square 
or more of coated 
glass : set the discs 
a b at some given 
measured distance 
from each other by 
means of the gra- 
duated slide at c, 
suppose *4 of an 
inch; let the sus- 
pended disc b be 
accurately balanced by weights placed on the scale -pan 
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at p, and connect it with the outer coating of the jar, 
through the metal of the instrument, by means of a fine 
wire hung from the arm of flic beam and touching the 
upper surface of the disc ; place a given weight in grains in 
the scale -pan p, say 18 grains, and charge the jar with 
measured quantities of electricity, through a unit measure m 
(93) ; find the number of measures required to turn the beam ; 
take this number as a unit of quantity ; let the jar and discs 
be now discharged ; increase the distance between the discs to 
twice the former distance, viz. • 8 of an inch. Let 4 - 5 grains 
only be now placed in the pan p, continue to charge the jar as 
before; when the same number of measures taken as a unit 
of measure have passed into the jar, the beam will turn 
again. Thus the quantity being constant, the weights equiva- 
lent to the respective forces of attraction are as 4 : 1 , being as 
the squares of the respective distances inversely, which are in 
this case as 1 : 2. If we repeat this process at 3 and 4 times 
the first distance, adjusting the weights in the scale -pan p to 
2 grains, or the one-ninth and to 1*25 grains, or the one- 
sixteenth of the first weight, nearly the same result will be 
obtained ; the beam with the same unit of quantity will turn 
at the given distances with the greatest precision. Thus the 
distances being as the numbers 1, y, 4, the weights will be 
as the numbers 1, 4, 9, 16, taking in this case the greatest 
distance as a unit of distance. 

The student will take care in this experiment not to load 
the scale -pan with a weight greater than equivalent to the 
striking distance of the plates, otherwise the jar will discharge 
across the interval (91). It is further desirable to turn the 
small stop, shown tig. 43, under the arm of the beam, so 
that it may not descend below a given point. 

Exp. 43. Place the electrometer, fig. 42 (88), in connection 
with the system a b, as represented fig. 50 (102), Exp. 40 ; 
adjust the discs mf of the electrometer, e, fig. 50, to some 
given distance, as for example, 2 inches (88). The index 
being at zero of the arc, depress the water vessel until it 

F 



Digitized by Google 




122 



RUDIMENTARY ELECTRICITY. 



declines a small quantity, say 2 degrees; charge the discs a/ 
with a measured quantity of electricity sufficient to bring the 
index to zero of the scale ; we have then the force of this quan- 
tity at distance 2 inches : under these arrangements lower the 
suspended disc / an inch by means of the rack and pinion on 
the column of support. The index will then advance, pro- 
bably 10 degrees or more. Let the water vessel be still 
further depressed, so as to bring back the index to zero, we 
have then the attractive force at a distance = 1 inch, whatever 
that force may be : to ascertain this, discharge the electricity 
of the system, and the declination of the index is the force 
in degrees required. Let the system be again charged so as 
to bring the index to zero, and again depress the suspended 
disc f until a less distance is obtained between the discs, sup- 
pose • 5 of an inch, or one-fourth the first distance ; continue 
to depress the water vessel carefully, as the index now rapidly 
advances, until the index is again at zero of the arc ; we have 
in this case the force at ^ an inch, which we determine as 
before by discharging the electricity. If we now compare the 
distances with their respective forces, the forces will be found 
as the squares of the distances inversely. Thus the force at 
distance 2 inches being 2 degrees, the force at one inch will 
be 8 degrees; the force at ‘67 will be 18 degrees; the force 
at ‘5 will be 32 degrees, or at least so nearly so as to leave no 
doubt as to the law which we are seeking. If therefore we 
take the first distance of 2 inches as unity, then whilst the 
distances are 1, the forces are 1, 4, 9, 16. 

A similar result may be arrived at by observing the advance 
of the index, without adjustment, to the zero of the arc, but 
then we must calculate the new distance, if we require a very 
perfect experiment, in the way already explained (88).. 

There is little or no difficulty in this experiment ; all we 
require is great perfection in the insulations (29), an accurate 
and sufficiently delicate instrument, and careful manipula- 
tion. 

105. It is evident in these experiments that the attracting 
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discs may be considered as being both in a perfectly free state, 
the suspended disc through its connecting wire and the metal 
of the instrument by which it communicates with the earth ; 
the fixed disc by its forming part of the large surfaces of in- 
duction, which the coated systems in connection with it 
supply. In this case, therefore, we may conceive the two 
discs as tending toward each other, by the general laws of 
inductive force which we have just enumerated (102). Let us 
however now take the case in which we may conceive the 
induced forces to be limited or restrained, as shown in Exp. 39 
and Exp. 41(1 02) . Then referring to fig. 5 1 , and adopting the 
same notation and reasoning as before ( 1 03), when we diminish 
distance p n to one-half, n instead of becoming 2 n is only 
1*4 n, and p instead of becoming 2p is only 1-4 p, since the 
forces are as the square roots of the attraction, as taken in de- 
grees of the electrometer. We have therefore in this case the 
reciprocal force at distance £ represented by 1*4 a X 14 b == 
2 a b. In like manner, at distance \ p n, we have the reci- 
procal force represented by 1 ’73 a x 1 '73 b = 3 ab, the in- 
duced forces being still as the square roots of the distances, 
so that in such a case, whilst the distances are 1, -i, &c., 

the forces are 1, 2, 3, &c., that is to say, they are as the 
square roots of the distances inversely. 

This result may be verified experimentally by removing 
the large surfaces of induction a b, fig. 50, with which 
the lower disc of the electrometer communicates, and taking 
the forces between the discs of the electrometer only : one 
or both the discs may in this way have their capacity for 
electrical charge limited, as exemplified in the following 
experiments. 

Exp. 44. Take the discs ab of the electrometer, fig. 42 
(88), both insulated, charge one a positively, the other b 
negatively, which may be easily effected in the way before 
explained (94) ; the forces taken at different distances, as in 
Exp. 43, will be in the inverse ratio of the distances. 

Exp. 45. Take the suspended dise b uninsulated (88), and 



Digitized by Google 




124 



RUDIMENTARY ELECTRICITY. 



charge the fixed disc a either positively or negatively; examine 
the forces at different distances as in the preceding experi- 
ment, and the same law will be apparent. • 

The operator must be careful at the near distances to 
depress the water vessel before communicating the charge, or 
bringing the discs toward each other, otherwise by a sudden 
impulse the balance will be overset. 

In all these cases of electrical attraction it is quite im- 
material to the conditions of the experiment whether one or 
both the bodies be permanently charged. In the case of both 
bodies being permanently charged, and with opposite electri- 
cities, then, as already observed (99), both bodies act similarly. 
In order for the force, however, to vary in the inverse dupli- 
cate ratio of the distances, they must always be so circum- 
stanced as to have a large inductive capacity. 

106. Although the laws of electrical force which we have 
thus arrived at are such as commonly appear to obtain in 
the operation of attractive force iu electricity, yet other 
laws of force are still possible, and by no means improbable, 
under other laws of augmentation in the reverberatory or in- 
ductive actions (101). Suppose, for example, that these suc- 
cessive influences should be such under any possible electrical 
conditions, that induced force n, fig. 51, instead of becoming 
2 n when the distance p n was diminished to should become 
2 - 8 n, and p instead of becoming 2p should become 2*8^ ; 
then taking all the particles in n = a, and all the particles in 
p = b, as before, we have the force at distance £ represented 
by 2*8 a X 2'8 b — 8ab = 2 s a b, that is to say, when the 
distances are as 2:1, the forces are as 8*1, being as the 3rd 
power, or cubes of the distances inversely. In this way we 
might obtain laws of force as the 4th or any other power of 
the distance inversely, did such laws exist. 

107. We have in these preceding experiments considered 
the attractive force as operative between limiting plane sur- 
faces, and in opposed points of which the forces of attraction 
are all equal ; we may, however, from the laws which we have 
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deduced, obtain the law of force as regards bodies of various 
other forms. We will take for example the reciprocal attrac- 
tive force between a charged and neutral sphere, a question 
which has engaged the attention of many pjg, 53. 
profound mathematicians, as being a phy- 
sical problem of deep interest. We may in 
this question, upon the principles before 
laid down (100), consider the opposed hemi- 
spheres a b, fig. 53, as being the terminating 
curved surfaces, or coatings, to the medium 
intervening between them ; for as we may 
readily infer from the nature of inductive 
actions, and from the general principles of 
coated electrics, the distant or unopposed 
hemispheres have no share whatever in the 
attractive force. Now the attractive force between the op- 
posite hemispheres a b may he taken as the number of 
attracting points ; that is, as the areas directly, and as the 
squares of the distances inversely. Upon this basis, we may 
by a simple mathematical analysis determine two points pp , 
fig. 53, within the surfaces of the opposed hemispheres, in 
which we may conceive the whole force to be collected, and to 
be the same as if proceeding from every portion of the 
hemisphere. The total force therefore should be in the in- 
verse duplicate ratio of the distances between these points, 
determinable by similar experiments to the preceding, as 

in Experiment 42. The formula is z = - a + ^ ~ ° , 

in which a = distance a b, that is, the distance of points a b 
in which the two spheres would touch r = the radius of 
spheres, and z = distance of points of concentration pp 
within the hemispheres. When both hemispheres arc equal 
and the distances variable, then we find from the same 

analysis that the attractive force will be as r» that is, 

J a (a + 2 r) 

in the inverse ratio of the distance between the near points 

a b of the hemispheres = a, multiplied into distance between 
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tlie centres = a + 2r= c c .* From tlie above formula it 
appears that the precise position of the points p p 1 will depend 
on the distance a, that is, on the distance of the near points 
of the spheres, and that the further the spheres are removed 
from each other, the more nearly the points pp' approach 
the centre. 

We may verify the truth of this formula by experiment, by 
means of the arrangement exemplified fig. 52 (104), sub- 
stituting for the plane discs a b two spheres of 2 inches in 
diameter, in which we have r =■ 1 inch : these spheres may 
be of wood neatly gilt; the suspended sphere should be 
hollow and light, and may weigh about 200 grains. 

Exp. 46. The experiment being thus arranged, the follow- 
ing results were obtained. When distance a b was 5, and 
distance of points pp = I'll, a weight of 6 grains was re- 
quired to balance the attractive force, a given measured 
quantity of electricity being communicated to the system. 

When distance a b was increased to 1 inch, or twice the 
former distance, and distance pp' became l - 73, then with the 
same measured quantity of electricity, about 2 -5 grains of 
resistance only were required. On increasing distance a b to 
2 inches, distance pp' became 2 '83, about - 9 of a grain, or 
something less than a grain balanced the force. The distances 
and forces will therefore be as follows : 



Distance of points p p' 


111 


1-73 


2-83 


Distance a b x distance c c' 


1-25 


3 


8 ! 


Forces in grains 


6 


2-5 


•9 



It will be seen here that the forces are inversely propor- 
tional to the squares of the distances pp' and in a simple 
inverse ratio of the distance ab X into distance c c , as given in 
the two upper lines of the Table. To avoid a long detail, 
three terms only have been quoted of this experiment. 

* See Transactions of the Royal Society for 1834, p. 240. 
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Exp. 47. The general result thus apparent may be more 
fully confirmed by substituting for the spheres two light 
circular discs, each exactly equal in area to the superficies of 
the hemispheres a b, or very nearly so, and placing these at 
distances p p', so as to bring as it were every point of attrac- 
tion into one plane. If this be done, and the arrangement 
completed as before, Exp. 42 (104), we shall obtain the same 
force between the planes as between the spheres. 

108. In turning our attention to repulsive forces in electri- 
city, we may observe that similar inductions equally tend to 
arise in the case of two repellent surfaces, as in that of two 
attractive surfaces, Exp. 17 (23). These inductions, however, 
are subversive of the already existing electrical states, which 
is probably the source of the repulsive action, llepulsive 
force, therefore, by the agency of electricity, admits of the 
same kind of analysis as that which we have applied to attrac- 
tive force (103), except that we take the inductive forces in 
the sense of being resisted by the already existing electrical 
states, and consider the bodies as being both permanently 
charged. 

In submitting repulsive forces to experiment by any of 
the preceding arrangements (104), the opposed discs must 
evidently be both insulated, and the suspended disc b, fig. 52 
(104), charged with the same electricity as that to be collected 
on the fixed disc a. In such a case as this the arm of the 
balance carrying the suspended disc must be allowed to rest 
on a small stop, fig. 43 (89), and the resisting weights placed 
on it, or otherwise a given measured resistance obtained by 
removing small weights from the opposite scale-pan. In the 
application of the electrometer, fig. 42 (88), to forces of 
repulsion, we charge the discs with the same electricity, by 
means of the quantity jar (94), and determine the forces as in 
Exp. 43 (104), by au adjustment of the index to zero of the 
arc. 

Electrical repulsion being dependent on limited inductive 
capacity and influenced by inductive changes subversive of the 
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already existing electrical states, will be always open to great 
irregularity and disturbance, so much so that when the forces 
are unequal one of the electricities gives way, and in all case3 
the electricities yield more or less to each other’s inductive 
influence (23) ; hence it is by no means an unfrequent occur- 
rence to find two electrified bodies repel at one point of 
distance and attract at another. Supposing, however, jthe 
resistance equal to the inductions and the opposite electricities 
permanent, then, in cases such as those to which we have 
just referred, the force will be in the inverse simple ratio of 
the distance between the opposed planes. 

109. Cavendish endeavours to show, in his fine Mathe- 

matical Dissertation on Electrical Action, (inserted in the 61st 
volume of the Transactions of the Royal* Society,) Prop, v., 
that on the supposition of electricity being an elastic fluid, the 
mutual repulsion of the particles should be in the inverse dupli- 
cate ratio of the distances ; from which it must follow, that in 
the case of a sphere being charged with electricity, all the fluid 
should be found on its surface, and the action upon any interior 
point be reduced to zero. It was with a view of verifying this 
deduction, that he contrived the beautiful and conclusive experi- 
ment to which we have before adverted, fig. 12 (24), and he 
found the result accord with the theory. If the force had 
been in any higher inverse ratio than that of the square, then 
he shows that the inner globe would be in some degree over- 
charged, — if less, it would be undercharged ; now, by his elec- 
troscope it was neither ; by which he at least proves that the 
repulsion must be inversely as some power of the distance 
between that of the 2 + and that of the 2 — ; so 

that “there is no reason to think that it differs at all from 
the inverse duplicate ratio.” Mr. Cavendish’s theorems are 
all given in a general and abstract mathematical form, appli- 
cable to any law of force whatever ; and are hence easily 
accommodated and applied to the French theory of two 
fluids. 

110. In the year 1780, soon after Cavendish’s ‘Memoirs’ 
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had appeared, the celebrated Coulomb applied the powers of 
his inventive genius to the investigation of electrical force, and 
found by the aid of his torsion balance (86) that two small 
spheres similarly charged repelled each other with a force 
inversely proportional to the squares of the distances between 
their centres. Tlius the re-active force of torsion (86) at dis- 
tances 36° and 18° were 36 and 144 ; so that with a decrease of 
distance to one-half, the force had increased in the proportion 
of 1 : 4 . The electrical inquiries of Coulomb have deservedly 
engaged the attention, as they have challenged the admiration, 
of scientific men : Biot, Poisson, and other of the French 
mathematicians rest their mathematical theory of electricity 
entirely upon the researches of this distinguished philosopher. 

In prosecuting this subject experimentally. Coulomb directs 
his attention to the distribution of electricity upon the surfaces 
oi bodies, where it is supposed to be confined in a stratum of 
greater or less density by atmospheric pressure, and to exist as 
it were within a hollow vase of air of the form of the body. 
He endeavours to deduce experimentally the general laws of 
this hypothetical distribution, by touching electrified bodies 
with a small insulated carrier plate, termed the ‘proof plane,’ and 
which he subsequently transfers to the balance of torsion (86). 
This plane, on removal from the electrified body, is considered 
as an element of the surface, and to be in all respects identical 
with it : in this way he deduces the law of electrical distri- 
bution for spheres, plates, cylinders, and bodies’ of various 
forms, and the proportion in which a charge is shared between 
such bodies, together with the thickness of the supposed elec- 
trical stratum at different points. This stratum in cylinders 
and plates is greatest and most dense towards the extremities 
or edges : at the point of contact of two unequal spheres it 
is nothing. In the extreme opposite points the ratio of the 
density increases in proportion to the diminished size of the 
lesser sphere, but it never surpasses a given limit. When the 
spheres are separated, the limit of ratio of the densities of the 
stratum in each is f . 

F 5 
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111. Although the mathematical and experimental researches 
of the French philosophers in this branch of physics are un- 
questionably amongst the highest efforts of genius, yet the 
theory is by no means so perfect and so fully confirmed bv 
further advances in electricity as to place it beyond the region 
of conjecture. 

What may possibly be that peculiar state of a given sub- 
stance which we term electrified, taken in space apart from all 
surrounding influences, it is, as already observed, extremely 
difficult to say, although it is not perhaps so difficult to assign 
what it would be upon the assumption that electricity is a 
subtle elastic fluid, capable of assuming different states of 
density, and the particles of which repel each other, according 
to a certain law ; still, if electrical phenomena be supposed to 
depend on a repulsive force immediately impressed upon the 
molecules of common matter, then, as must be admitted, it 
is a species of force essentially different from any repulsive 
agency in nature of which we have the least experience. Its 
operation extends through great distances, and is by the 
hypothesis exerted between distinct and concentrated accumu- 
lations of the repulsive agency disposed on the surfaces of 
bodies ; and whilst thus exerted at very sensible distances, the 
assumed force between the molecules themselves, at insensible 
distances, is so feeble as to be incapable of expansion when all 
electrical resistance to such expansion by the pressure of the 
atmosphere' is removed (34). It is besides very doubtful 
whether any indefinitely thin carrier plate, such as the proof 
plane, can be altogether considered as an element of the surface 
of an electrified body to which it is applied, — whether it fairly 
represent* the actual amount of electricity accumulated in 
that point ; and if it did, whether the laws of repulsive forces 
are so uniform and invariable with all charges, and at all dis- 
tances, as to enable us to deduce therefrom the ratio of the 
intensities. It is well known that proof planes of variable 
thickness come away charged from the same point of elec- 
trified bodies in different proportions, — the power to take up 
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electricity being entirely determined by the induction of which 
it is susceptible : it can be further shown, that notwith- 
standing the presence of similar or dissimilar electricities, in- 
ductive forces tend to arise in two opposed conductors, similar 
to those which would arise supposing one of the bodies in a 
neutral state, — thereby, with certain charges and at certain dis- 
tances, decreasing the amount of the repulsive force, and dis- 
turbing the law of action : all question of the accuracy of 
deductions, therefore, upon the evidence of the proof plane, is 
not altogether unpardonable ; nevertheless, the beautiful me- 
moirs of the French philosophers, and of Coulomb especially, 
upon this branch of physics, will be always regarded as among 
the most splendid efforts of genius and intelligence. 

LAWS OF ELECTRICAL CHARGE. 

112. The quantity of electricity which may be disposed 
upon insulated conductors of various kinds, form, and dimen- 
sions, under the same degree of divergence of an electrometer 
(85), was conveniently enough expressed by Cavendish by the 
term charge. Imagine, for example, a sphere, a cylinder and a 
circular plate to be charged with electricity, and that an elec- 
trometer (85) being applied to each in succession, stood at the 
same angle of divergence ; then the actual quantity of elec- 
tricity in each of these bodies is termed their charge, and is 
very different in the three bodies, even although the superficial 
area may be the same, or nearly so. 

In treating this question, we have to determine first the 
effect of different quantities of electricity disposed on the same 
surface, and the effect of the same quantity on surfaces of 
greater or less extent. 

When different measured quantities of electricity are dis- 
posed on the same surface, the forces, as indicated by an 
electrometer, will be as the square of the respective quantities. 

Exp. 48. Connect the plate b, fig. 50 (102), with the 
ground, and separate the two plates a b by a given distance, 
suppose ‘4 of an inch; connect the upper plate a with the 
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electrometer; set the attracting discs m f also at a given 
measured distance from each other, suppose '5 of an inch ; 
charge the insulated plate a in successive experiments with 
different quantities of electricity (94), the march of the 
electrometer will be as the squares of these quantities ; that is 
to say, with twice the quantity of electricity the force will be 
four times as great ; with three times the quantity, nine times 
as great, and so on, which is the law already alluded to (88) 
as affecting the instrument. The same result may be ob- 
tained by means of a simple insulated plane or other con- 
ductor, k, fig. 42 (88), placed in connection with the lower 
disc a of the instrument. 

Exp. 49. Let this experiment be repeated with the scale- 
beam electrometer, fig. 43 (89), according to the arrangement 
before described (104). The plates being set at a given dis- 
tance, the beam will turn with weights which are to each 
other directly as the square of the number of measures thrown 
on the jar. 

This law of quantity is apparent in the operation of the 
induced forces we have just considered (103), in which it 
will be seen that the force is always as the square of the 
induction. Thus, Exp*. 42 (104), when the induced force is 
as the numbers 1, 2, 3, &c., the total or reciprocal force is 
1, 2 2 , 3 2 , &c. ; so that the law of the attraction may be as 
well said to vary as the square of the induction directly, as 
with the squares of the distances inversely. If we adopt, 
therefore, the same form of notation and reasoning as before 
(103), we shall arrive at precisely the same result, since 
instead of varying the distance, we vary the quantity of elec- 
tricity. 

113. The Hon. Mr. Cavendish, as appears by his most 
valuable and interesting manuscripts, had anticipated this 
result so long since as the year 1772, and verified it in the 
following ingenious way, which, considering the state of ex- 
perimental electricity at the time he wrote, is very charac- 
teristic of his great powers of philosophical research. 
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“If two bodies,” he says, “a and b, placed near each 
other, be connected to the same Leyden jar, and the quantity 
with which the jar is electrified is varied, then the force with 
which a and b repel each other ought by the theory (36) to 
be as the square of the quantity of redundant electricity in the 
jar, supposing the distance of the bodies to remain unaltered. 
In order to try this, I made use of the following apparatus : 
A metallic rod c d, fig. 54, about 43 inches long, is supported 
on insulators p q ; 
at the extremities 
c d are suspended 
two electrometers 
(85.) ; A and b are 
two electrical jars, 
which, for the sake 
of brevity, we will 
consider as being 
precisely equal and similar in all respects : these jars are 
placed on a conducting base communicating with the ground ; 
one of them, a, touching the metallic rod CD. I first 
compared electrometer c with electrometer d, without either 
being loaded with weights (85), and found that when the 
jar a was electrified to such a degree as to make d sepa- 
rate 1 2*5 divisions of its scale, electrometer c separated 
13*7 divisions. I then put weights into electrometer d, and 
again electrified the jar a until d again separated 12 5 di- 
visions.” A communication was now made between the 
charging rods of the two jars, so as to divide the electricity 
between the two jars (69) ; electrometer c now separated 13*7 
divisions as before. Now “ it appears by the first part of the 
experiment, that the same degree of electrification which 
made c separate 13' 7 divisions, makes d without the wires 
separate 12*5 divisions; so that when the electricity is shared 
with the uncharged jar b, the remainder in jar a will be of 
that degree of strength requisite to make the same electro- 
meter d, without the wires, separate 12*5 divisions, as at first. 



Fig. 54. 
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before the electricity was divided. But if the jars he equal, 
the quantity of electricity in the rod c d, and electrometers, 
and in the jar in communication with them, will be only one- 
half what it was before ; and as the quantity spread over the 
rod and electrometers is comparatively small, we may consider 
the original quantity as being equally divided between the jars. 
It appears, therefore, that the distance to which the elec- 
trometer d separates, when loaded with the wires, and acted 
on by a given quantity of redundant fluid in the phial, is very 
nearly if not exactly the same as that to which it separates, 
without being loaded with the wires, with only half the 
quantity of electricity in the phial.” Now the weights placed 
in the electrometer (85) were such as to increase the force, 
tending to close the reeds when diverging at a given angle, 
in the proportion of 3'9 : 1 ; that is, as 4 : 1, very nearly ; 
hence “ the force with which the balls of the electrometer are 
repelled with a given quantity of redundant fluid in the phial, 
is to that with which they are repelled when there is only 
half that quantity in the phial, as 4 : 1, that is to say, as 
the squares of the quantity of redundant electricity, or very 
nearly; hence the experiment agrees very well with the 
theory.” 

114. Law of charge as regards surface . — When the same 
quantity of electricity is disposed on surfaces of variable extent, 
the force will be in the inverse duplicate ratio of the surface ; 
that is to say, the same quantity of electricity disposed on 
twice the surface only evinces one-fourth the attractive force : 
this is evidently a necessary result of the preceding law ; 
it is, in fact, virtually the same law: for imagine that in 
Exp. 48 (112) the charge were disposed on twice the extent 
of surface, then there would be only half the quantity of elec- 
tricity in any one point, and the discs a b may be considered 
as being charged with only one-half the electricity : but in 
this case the electrometer force would be reduced to one-fourth, 
since, by the preceding experiments, it is as the square of the 
quantity. 
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This law admits of verification by experiments similar to 
the preceding, the only difference being that we vary the sur- 
face and keep the quantity constant. 

115. We may here take occasion to notice one or two 
interesting features in this law of electrical charge, as regards 
simple insulated conductors, of no small importance. Volta 
has long since observed, that extension in length increases the 
capacity of a conductor for electricity ; or, in other words, that 
the charge, say of a plate 1 foot square, w ill be much less than 
the charge of a plate 2 feet long by 6 inches wide, although 
each contain the same amount of surface. The author has fur- 
ther shown in the Transactions of the Royal Society for 1834, 
that the charge of insulated plates will also depend on the peri- 
meters as well as the surface ; so that to obtain a double charge, 
the electrometer being the same, we must not only double the 
surface, but place the surface under such a rectangular form as 
shall also give twice the perimeter. To obtain a treble charge, 
w r e must have a treble surface and three times the perimeter, and 
so on, which is the law for the transfer plates before alluded 
to (94) . Now although it may be inferred from this that the 
increased capacity would result from an increase of linear 
boundary, yet such is not the case ; the same plates turned 
into cylinders or hollow bodies of other forms evince the same 
capacity. Thus the charge of a sphere does not differ from 
that of a plane circular area of equal surface. This law of 
electrical charge, therefore, is likely to depend, as suggested 
by Volta, on the particular grouping of the electrical forces or 
particles in the several cases. Thus if, as in the annexed 
fig. 55, we take a plate a, 

4 inches square, and di- Fig. 55. 

vide it by cross lines into 
sixteen square parts, the 
grouping will be very dif- 
ferent from that of a plate 
n, 16 inches long and 1 inch wide, divided also into sixteen 
square parts. The least charge, therefore, of a given surface 
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will be under the form of a circular plate, the greatest under 
that of a rectangle of very small breadth. 

These laws, so far as the inquiries extend, apply only to 
simple insulated conductors : in the case of coated surfaces in 
which the charge is mainly dependent on the induction of an 
approximative conductor, a similar result may not be obtained. 
The experimental investigation with simple insulated conduc- 
tors may be readily pursued by means of the quantity jar (94) 
and the hydrostatic electrometer (88). 

116. Cavendish, as appears from his manuscripts, examined 
the law of charge for various bodies of different kinds and forms 
by a method peculiarly his own. In effecting this he employed 
an insulated plane, the surface of which could be extended or 
contracted by a given measurable amount. He says, “ the 
method I took in making these experiments was by comparing 
each of the two bodies I wanted to examine, or a and b, as I 
may call them, with a third body, and which I shall call the trial 
plate. In this manner I took two Leyden phials and charged 
both of them from the same conductor. I then electrified n 
positively by the inside of one of the phials, and at the same 
time I electrified the trial plate negatively by the coating of 
the other phial. Having done this, I tried whether the re- 
dundant fluid in b was more or less than sufficient to satu- 
rate the redundant matter in the trial plate, by making 
a communication between them. If the redundant fluid in b 
was more than sufficient, both shoidd be overcharged after the 
communication : on the other hand, if not sufficient, they 
would be undercharged. In this way I found what size the 
trial plate must be to saturate the redundant fluid in b. I 
now tried the body I call a in the same way, and if I found 
that it required the trial plate to be of the same size, in order 
that the redundant matter in it should be just sufficient to 
saturate the redundant fluid in a, I was well assured that each 
would contain the same quantity, and that the charge of a 
would equal the charge of b.” 

The limits of this work do pot admit of any particular 
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detail of the ingenious experiments of this profound philoso- 
pher and mathematician ; the following, however, are a few of 
the most striking results at which he arrived : 

1 . The particular position of a body has no influence on its 
charge, which is the same in all positions. 

2. The charge is independent of the nature of the sub- 
stance, provided it be similar as to form and expose the 
same surface ; thus the charge of a square foot of freestone is 
the same as that of a square foot of wood or metal. 

This fact was also made evident by the French philosophers : 
Coulomb found that an equal division of electricity took place 
between insulated conductors of equal surface and similar 
form, without regard to the kind of substance of which they 
consisted. 

3. The charge of a thick plate is greater than that of a 
thin plate, and is equal to that of a very thin plate whose 
side exceeds that of the thick plate by about 1 + ^ its thick- 
ness. 

4. The charge of a circular plate is to that of a globe of the 
same diameter as 12 : 18 J-. 

5. The charge of a square plate is to that of a circle whose 
diameter equals the side of the square as 1 *53 : 1. 

6. If two hollow globes be placed concentrically one within 
the other, but not touching, and the outer globe communicate 
with the earth, then if we charge the inner globe by a con- 
ducting rod passing through the outer but quite insulated 
from it, “ the quantity of deficient fluid in the outer globe 
will be equal to the quantity ot redundant fluid in the inner 
globe, and the quantity in the inner globe will be to that 
which it would contain if the outer globe were away as semi- 
diameter of the outer globe is to the distance between the 
two globes.” 

7. If in the middle of a spherical room, 16 feet in diameter, 
we suspend a globe 1 foot in diameter, the charge of this 
globe should be increased in the ratio of 1 6 : 1 5, by reason of 
the undercharged surrounding surface. 
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It is not a little remarkable, that in the course of these 
inquiries Cavendish notices the difference in the charge of 
different electrical bodies coated with metals, especially the 
different kinds of glass; thus coming as near Faraday’s modern 
discovery, of specific electrical inductive capacity (22) as may 
be. “There is,” says he, “a sensible difference in the charge 
of plates of the same dimensions, according to the different 
sorts of glass they consist of.” And again, “ The charge of a 
lac plate is much less in proportion to its computed charge 
than that of any glass plate ; a plate of bees’-wax, or of the 
mixture of bees’-wax and resin, still less : as the difference 
seems to be greater than could well proceed from the elec- 
tricity not being spread uniformly, I am inclined to think that 
it must be partly owing to some difference in the nature of the 
plates.” (22.) 

117- These inquiries are calculated to elucidate many phe- 
nomena of electrical action of much practical value. Thus in 
the operation of Lane’s Discharging Electrometer, fig. 44 (91), 
we find that the quantity of electricity accumulated will be 
directly as the distance of discharge between the balls ; that is 
to say, between the two most prominent points from whence 
the discharge proceeds ; a law which admits of the following 
demonstration. Call the attractive force between the dis- 
charging points at the instant of discharge over a given dis- 
tance unity or 1, and suppose the balls of the discharger to be 
now separated by twice the previous distance, then with the 
same previous accumulation the discharge could not now f 
occur ; the force of attraction between the discharging points 
being now only one-fourth the previous force (104), because 
it decreases as the square of the distance increases. Suppose 
now t*hat we accumulate twice the quantity of electricity in the 
jar, then the force of attraction will become four times as 
great (112), since it is directly as the square of the quantity ; 
that is to say, it will be four times one-fourth, or unity, as at 
first. In this case, the discharge will occur again, since the 
resistance of the air is constant for all distances, and we have 
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only to obtain a force of attraction in the discharging points 
somewhat greater than the resistance to be overcome, let the 
distance be what it may. Since, therefore, double, treble, &c. 
quantities of electricity develop attractive forces which are as 
the squares of these quantities, we exactly compensate the loss 
of force arising from a reciprocal increase of distance. 

This law may be verified experimentally by charging a large 
jar s, fig. 44 (91), through the small unit measure, fig. 46 
(93), the large jar being fitted with Lane’s Electrometer, as 
shown in the figure. Then if we set the balls of the dis- 
charger to given measured distances, the number of unit 
measures requisite to produce discharge will, if the experiment 
be carefully performed, be exactly as those measured distances, 
or very nearly. Thus if ten measures produce discharge at a 
distance of two-tenths of an inch, twenty measures produce 
discharge at four-tenths, and so on. 

118. The arrangement represented in fig. 50 (102) is 
directly applicable to a perfect analysis of the law of electrical 
accumulation in the Leyden jar, involving essentially the con- 
ditions of induction. 

1°. Imagine for an instant that whilst the insulated plate a 
is charged with a given quantity of electricity, and at a given 
distance from the free plate b, the electrometer e indicates a 
certain number of degrees, say 1 6 degrees, it were possible to 
increase the area of these plates a and b, say to twice the 
amount ; then the same charge being disposed over twice the 
surface, the electrometer would only indicate 4 degrees (114). 
Imagine then with this increased or double extent of coating, 
and the electrometer at 4°, we now proceed to double the 
quantity of electricity; we should, Exp. 48 (112), bring up 
the electrometer to 16°, as before. Hence the charge which 
can accumulate under the same degree of attraction or elec- 
trometer indication, is as the opposed areas directly ; so that 
if the area and quantity of electricity vary together, the elec- 
trometer will remain unchanged ; and hence, as i3 found to be 
the case, a given number of degrees of an electrometer may 
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with electrical jars of different magnitudes represent any 
accumulation whatever. 

2°. Imagine that with a given distance between the plates 
a b, and a given quantity of electricity, and whilst the force 
evinced by the electrometer is a given number of degrees, say 
4 degrees, we had increased the distance of the plates ; 
suppose we had doubled it, then the attractive force between 
these plates would become reduced to one -fourth (104). 
Imagine now that the quantity of electricity is doubled also ; 
then the force between the plates a b would be the same 
as before, since it varies with the square of the quantity (112). 
Hence the accumulation between two coatings is, under the 
same attractive force exerted between them, directly as their 
distances apart. Now all this time the indications of the 
electrometer e connected with the charged plate a are directly 
as the square of the accumulated quantity and the square of 
the distances between the plates, Exp. 49 (112), and Exp. 40 
(102). If then with the quantity unity or 1, we suppose the 
distance between the plates to become twice as great, the elec- 
trometer action will be 4 times as great ; that is, if it before 
indicated 4 degrees, it will now indicate 16 degrees (102): 
suppose at this instant we could take away one-half the elec- 
tricity, the electrometer would then evince the same action as 
at first, that is, 4 degrees (112). 

Hence it follows, 1°, that the charge which accumulates 
under a given number of degrees of the electrometer con- 
nected with the charged side, is as the surface directly, and 
2°, as the distance between the opposed plates inversely, that 
is, inversely as the thickness of the intermediate electric 
substance, all other things being the same. 

119. These results are in complete accordance with the de- 
ductions arrived at by Cavendish by a very different and totally 
distinct method of inquiry, so long since as the year 1775. He 
states, in the 66th volume of the Philosophical Transactions, 
that “ the quantity of electricity which coated glass can receive 
under the same degree of electrification is as the area of the 
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coating directly, and as the thickness of the glass inversely.” 
But the conditions of the two plates a b, fig. 50 (102), are 
precisely those of the Leyden jar, the only difference being in 
the dielectric medium, which in this case is air instead of 
glass; and although Faraday has shown that in respect of all 
such media there are differences of inductive capacity (22), 
yet for the same medium the specific inductive capacity is 
constant, and consequently the laws of electrical accumulation 
and attraction, as determinable in that medium, would not be 
far different from the laws in any other medium. 

120. Tension and Intensity. — It may be proper, before 
closing our remarks, to advert to two terms frequently em- 
ployed in Electricity, and which have given rise to some 
considerable discussion as to the sense in which they are to be 
received : these are the terms tension and intensity. Now with 
respect to the signification of such terms, inasmuch as they 
are abstractedly considered as mere signs of ideas, they may 
be taken to represent any previous definition we may think 
proper to assign to them. Their particular and direct appli- 
cation, however, to the representation of electrical actions, 
is tolerably clear and determinate. 

The term tension, in its general acceptation, applies to the 
case of re-active or resisting force, however derived, whether 
to the re-active force of an elastic fluid, such as air heaving out 
under compression, or to the re-active force of a strained or 
twisted wire, as in the instance of a stretched musical string, 
or a wire employed in a balance of tqrsion (86). In either 
instance there is a force set up in these bodies by which they 
tend to recover their normal state ; and the amount of this 
force is virtually the tension or degree of suffering to which 
they are exposed. If we conceive, therefore, for an instant, 
according to the French theory, that electricity is a ebrtain 
force exerted by an elastic fluid, capable of compression, then, 
like any other elastic fluid, such as steam or air, it would 
exhibit a certain amount of tension or re-active power ; and 
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this would be as the density or the number of particles 
confined in a given space : such would be the signification of 
the term electrical tension taken in this sense. 

But the term may be also and equally well applied to the 
condition of polarized molecules of a dielectric interposed 
between two limiting conductors, as represented in fig. 49 
(99), and to the state of induction generally. In this case it 
expresses the re-active force of the particles constrained to 
assume a new condition in their electrical relations, and the 
amount of suffering they endure in their forced deviation from 
their normal state. The higher the companion and separated 
powers are exalted, the greater will be the degree of tension 
which they endure. In a similar way, the lateral or transverse 
force of dilatation upon the representative line of induction is a 
kind of lateral tension or stretching of these forces, tending to 
throw the particles asunder, all of which may be conceived to 
increase up to the limit of the power of endurance : all this is 
fairly expressed by the general term tension, and which term 
thus becomes representative, either of the particular condition 
of the electrical agency itself, or of the re-active state of the 
molecules of a dielectric when charged by induction. 

Now the term intensity , although of the same class, is still 
of a somewhat different character from tension; it rather 
applies to degree or amount of resistance : it would be no 
superfluity of language to speak, for example, of the intensity 
of the tension, as indicative of its greater or less amount in 
degree ; just as we say, the intensity of the heat of the sun, 
the intensity of light* &c. In its application, however, to 
ordinary electrical phenomena, it has a proper and marked 
position assigned to it, being peculiarly expressive of the 
activity shown by an electroscope or electrometer as indicating 
the attractive force of a charge upon external bodies. Thus 
the charge communicated to a jar or battery may be taken in 
terms of the quadrant electrometer, or any other indicator, in 
which sense we speak of the jar being charged to a given 
intensity ; but what renders this term as particularly neces- 
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sary and distinctive, is the fact that this activity or intensity is 
as the square of the quantity of electricity accumulated (112); 
whereas the tension or force on the dielectric particles actually 
constituting the charge itself betw een the limiting conducting 
surface, is as the quantity only, as is also the tension of the 
electrical agency itself when restrained to a given space. In 
the case of charged glass or other dielectric, the electrometer 
indicates the activity of the uncompensated electricity, or the 
free action, as it were, of the charged surface. This is one 
thing ; but the tension or degree of power in the molecules of 
the intervening dielectric, tending to break down the induction 
by a species of mechanical violence, as in the case of a 
fracture of a charged jar, is another; and hence the two 
terms, tension and intensity, are under these limitations fairly 
and distinctly separable. 
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121. The return of a charged system of electrics and con- 
ductors (61) to its normal or quiescent state constitutes 
electrical discharge, and is a phenomenon directly opposed to 
insulation : this return may be effected in various ways, giving 
rise to very different effects, and constituting different kinds of 
discharge. * 

The most palpable and violent form of electrical discharge is 
that which has been termed disruptive discharge, in which 
the particles of the intervening dielectric become more or less 
displaced, and the electrical polarization of the molecules, 
fig. 49 (99), is raised to a degree past endurance ; so that the 
forces re-combine with a sort of convulsive effort, causing a 
sudden extrication of light and heat, and an almost irresistible 
expansive power. The common electrical spark, as drawn 
from the conductor of the electrical machine, and the dense 
concentrated explosion of the Leyden jar, between the balls of 
Lane’s electrometer, furnish good illustrations of this form of 
discharge. Now, it is of little consequence to the immediate 
result, whether this take place either directly between the 
limiting conductors of the system, as in the case of the 
breaking down the intermediate dielectric medium itself, or 
whether it occur in some other direction between these 
limiting conductors, as in the case of an exterior circuit, such 
as is produced in applying a discharging rod to the discharge 
of the electric jar. In either case the polarized conditions of 
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tlie intervening glass vanishes, in consequence of the neutrali- 
lation of the forces sustaining the induction. In the case of 
the exterior circuit, the return of the intermediate dielectric 
molecules to their normal condition is generally effected with- 
out any violence ; but even here we find an occasional partici- 
pation in the mechanical effect by. which the jar, at the instant 
of the discharge is, as it were, forcibly penetrated in some 
point between the coatings, and a fracture is the consequence. 

122. The laws of disruptive discharge are marked and deci- 
sive. If the insulation immediately between the limiting con- 
ductors sustaining the induction be sufficiently powerful, and 
the electrical forces allowed to determine their own path of 
discharge in some other direction, and in which the insulation 
is not equal to restrain them, then discharge ensues in that 
direction ; and its course will be determined through a line or 
lines in which there is the least resistance, that is to say, in 
which there is the least amount of insulating power : thus, if 
a coated pane or jar, charged to a high intensity, be so cir- 
cumstanced as to discharge, as it were, through a fortuitous 
circuit of electrics and conductors more or less perfect, the 
discharge will find out for itself a path of least resistance, 
seizing upon some bodies and avoiding others, according as 
such bodies happened to be convenient, or in any way useful 
in facilitating its progress, — a result arising as a necessary con- 
sequence out of the principle of induction, which ranges the 
tension (120) in a determinate way throughout the whole line 
or lines of discharge, and by exalting the electrical state of 
the particles in that line or lines beyond the tension of the 
adjacent particles, determines the course of the action; and 
this it is which gives to electrical discharge, as it were, a sort 
of foresight, or faculty of perception, of the easiest course to 
be followed. 

The following are instructive and important mechanical 
illustrations of this result : 

Exp. 50. Let some detached fragments of leaf gold, abed, &c., 
A, fig. 56, be laid down on paper in any casual and convenient 
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way, producing with the paper a detached series of bad and 
good conductors : charge about 1 0 
square feet of coated glass, and 
having placed the extremes p n 
of the series between the wires 
of the universal discharger (76), 
allow the charge of the battery to 
find its path across the interrupted 
circuit : the result will be as repre- 
sented in fig. 56, b. Portions of 
the leaf gold, unable to withstand 
the disruptive effect of the shock, 
will be burned up, thereby show- 
ing the course of the discharge ; 
and it will be perceived by the 
black portions in the figure, copied 
from an actual experiment, that the 
line of inductive force v b d e f g hn is the least resisting line 
between the points p n. It is here remarkable that not only 
are the fragments c k untouched, being, from their relative 
position, of no use in facilitating the progress of discharge, 
but even portions of the remaining pieces are also left out, 
and we have only the pieces h n totally destroyed, as being 
in all their parts completely essential to the course of the 
induction. 

123. The distance through which disruptive discharge is 
obtained, as between two discharging balls or other conductors, 
has been called the striking distance. This striking distance, 
or length of spark, is very variable and very dependent, not 
only on the intensity of the charge, but on the form of the 
conducting bodies : the larger the conductors, the greater the 
electrical charge required to pass through a given distance; 
for in this case, as before remarked, the intensity is diminished 
in the inverse ratio of the square of the surface (114). Now it 
is by exalting uhe intensity of the discharging point that the 
greatest length of spark is obtained ; sparks from electrical 
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machines are obtained of 1 0 inches or a foot in length, in rapid 
succession, amounting to a current. In this case it is usual to 
affix a ball of about 2 inches in diameter to the conductor, 
so as to project 3 or 4 inches from it, and then to present 
a large ball to this, either connected with the earth or with 
the opposite conductor. By crowding, as it were, upon the 
small ball the inductive influence of the large ball, all the lines 
of which terminate upon it, and at the same time collecting 
upon this ball, as a point of discharge, a large proportion of 
the electricity of the conductor, the intensity of the small ball 
is greatly exalted, and it strikes through a longer distance, 
producing, by the resisting interv ening air, a crooked or zig- 
zag spark. The striking distance of the electrical discharge in 
the case of a single electrical jar is usually confined to extreme 
distances of about an inch : by the peculiar arrangement, how- 
ever, of a series of jars in the way shown in fig. 36 (66), a 
long striking distance is obtained between the outer coating of 
the last jar and the knob of the first. Dove, at a meeting of 
the Royal Academy of Sciences at Berlin, in June, 1847, 
showed that the length of the spark by .this succession of 
positive and negative surfaces varies with the square of the 
number of jars. Mr. I. Baggs, also, in a communication to 
the Royal Society, in January, 1848, describes a method of 
charging and placing the jars by which a disruptive spark 
of unusual length and brilliancy is easily produced. In this 
experiment the jars are each charged separately and to the 
same intensity, then quickly placed in series of positive and 
'negative surfaces, very near, but not so as to touch. 

124. The character of these disruptive sparks or flashes 
depends almost entirely on the form, area, and electrical inten- 
sity of the discharging surfaces, as also on the kind of elec- 
tricity on the conductor in which the spark originates. If we 
p resent a large smooth uninsulated metallic ball, of about 3 or 
4 inches in diameter, to the rounded prime conductor of a 
powerful electrical machine, — short, brilliant, and perfectly 
straight sparks will pass between them, accompanied by a 
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sharp snapping sound, hut the ball must be brought near the 
conductor. If the same ball be presented to the negative con- 
ductor, the sparks will be far less powerful and dense ; they 
will become small and of a pointed character. If we now 
attach a smaller ball to the prime conductor, of about an inch 
or a little more in diameter, allowing it to project about 
3 inches into the air, and present the large ball to this, much 
longer sparks are obtained, but less brilliant than before, and 
of a crooked or zig-zag form. In transferring this experiment 
to the negative conductor, the length of the spark is very con- 
siderably diminished; frequently it will not be above one- 
sixth of the length. Long sparks produced from the prime 
conductor in this way, or by the arrangement of jars just 
described, will be a foot or more iu length : they are attended 
by lateral branches or divergences, frequently of a violet colour, 
presenting to the eye an extremely beautiful appearance. The 
annexed fig. 57 may he taken to represent this kind of dis- 
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ruptive spark, and which, especially in the long discharge by a 
series of jars, is very imitative of what has been termed forked 
lightning. 

Electrical sparks are more brilliant between good conductors 
than between imperfect or less perfect conductors : hence 
metals are almost exclusively employed in cases where long 
or brilliant short sparks are required. It has been proved 
both theoretically and experimentally that the actual force in 
operation between the discharging surfaces at the instant 'of 
disruption is the same for all distances (117); the influence of 
distance is only to vary the quantity of electricity requisite to 
produce a given force equivalent to cause a disruptive spark at 
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that distance, but it does not affect the actual force at the 
instant of discharge. 

125. Influence of pointed bodies, and action of points in 
modifying disruptive discharge . — When we continue to diminish 
the extent of surface originating a disruptive spark, and finally 
arrive at a small termination or point projecting freely into 
the air, most important and very curious results ensue : in- 
stead of .a 'brilliant explosion, stars and brushes of light appear 
to arise or settle on the points, attended by currents of wind, 
whilst the distance at which very small balls or points are 
observed to be affected is in many cases considerable : thus, in 
the instance of the great machine at Haarlem (48), a point ap- 
peared luminous at the distance of 28 feet from the conductor. 
If a short brass rod with a rounded end project from the prime 
conductor of a powerful machine, it will send out a full brush 
of luminous electrical rays, especially on presenting to it a flat 
imperfect conductor; and if a small ball be substituted for 
this projecting point, its surface, if the machine be powerful, 
will present a sort of phosphorescent luminous glow, apparently 
covering the whole surface. Faraday considers both these 
phenomena as variations of disruptive discharge, and has not 
inaptly termed one, brush discharge, the other, glow discharge. 

126. Although both brush and glow discharge have been 
pretty nearly identified as to cause, and as being derived from the 
same electrical source, yet under ordinary circumstances they 
are in appeavance totally distinct, and have a striking relation to 
the kind of electricity producing them : thus, according to the 
Frankliniau theory, when electricity passes off a point, it is 
generally productive of brush discharge. When received on 
a point, the appearance is that of a glow or star or pencil 
of light. 

Brush discharge commences, as iu the annexed figure 58, 
in a short conical brush root, which terminates in pale 
quivering ramifications, attended, when the discharge is 
powerful, by a subdued roaring sound : this has been shown 
by Wheatstone to be due to a number of small distinct 
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and successive explosions : they may be con- Fig. 58. 
sidered as an intermitting series of short 
sparks between metal and air, or between 
any good and bad conductor. The discharge 
always commences at the root of the brush, 
and is complete at the point of the conductor 
before more distant particles of air arrive at 
the same degree of tension: hence the dis- 
charge is progressive. 

Glow discharge, on the contrary, is a more quiet and almost 
perfectly continuous result, depending on the charging of 
portions of air in contact with the surface of discharge. 
By diminishing the pressure, the glow can be caused to 
pervade a large extent of surface. Brass balls of 2 inche3 
in diameter will become covered with a luminous glow when 
exposed to the action of a powerful machine under a reduced 
atmospheric pressure of about 5 inches of the mercurial 
gauge. The essential difference between brush and glow 
discharge appears to be in the kind of action upon the particles 
of the dielectric medium. In the brush discharge, these 
particles are operated on by a momentary intermitting action, 
whereas the glow is a constant renewal or permanence of the 
same action without stop. In either case the particles of the 
air or other dielectric in contact with the conducting surface 
continue to be charged, their electric tension being highly 
raised. We may by certain artificial arrangements convert the 
one into the other : any circumstance which tends to facilitate 
the charge of the air, and preserve at the same time the degree 
of tension of the dielectric particles, produces glow ; whereas by 
resisting the charge of the particles so as to favour previous 
accumulation, and a consequent sinking of tension by dis- 
charge, we produce intermissions or brush ; — thus rarefaction 
of the air, or the presentation of a pointed conductor, favours 
glow ; whereas condensation of the air, and the presentation of 
large surfaces, will convert the glow into a brush. 

127. Franklin first noticed the influence of pointed con- 
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ductors on electrically charged bodies ; he showed, that when 
presented to them, their charges became dissipated even at 
considerable distances, and with surprising rapidity. He 
charged an iron shot about 4 inches in diameter, and observed 
that on presenting to it an uninsulated pointed needle, its 
attractive force on a small thread immediately ceased. He 
further observed that this influence of pointed bodies was 
also exerted when projecting from the charged body itself: 
the charge became rapidly dissipated by the projecting point ; 
at the same time a current of aerial particles set off from the 
point, capable of impressing motion upon light models move- 
able upon a central axis, and fitted with vanes. This current 
has been termed the electrical aura or gale. The re-active 
force of this current upon the point itself, and from which it 
appears to flow, is so great as to give the point motion in a 
reverse direction when free to move. The following experi- 
ments are very illustrative of these curious and important facts. 

Exp. 51. Place an uninsulated metallic ball within about 
2 inches of the prime conductor of an electrical machine* 
and whilst a series of strong sparks continues to pass upon 
it, present a pointed wire to the conductor ; the sparks will 
instantly cease, even when the point is at more than twice the 
distance of the ball from the conductor, where it will in the 
dark appear as a star of light. 

Exp. 52. Attach the pointed wire to the prime conductor 
itself ; sparks can be no longer obtained upon the uninsulated 
ball, whilst a divided brush of rays will appear to issue from 
it, and the electrical effect will be transmitted to a point at a 
still greater distance. 

Exp. 53. Fix a series 
of card-paper vanes on 
the circumference of a 
light wheel, as in fig. 59; 
poise the wheel on a 
central point, and expose 
the vanes, which should 



Fig. 59. 
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be set a little oblique to the plane of the wheel, to a current 
of electrified air proceeding from a charged point p, projecting 
either from the positive or negative conductor of an electrical 
machine. When the machine is set in motion, the poised 
wheel will turn upon its centre. 

Exp. 54. Bend the extremities of a light pointed wire, set, 
fig. 60, at right angles to the wire, but in Fi „. 60 

opposite directions: let the whole be poised on / 

a central point, and placed in communication c 
with either conductor of the electrical macliine. 

W hen the machine is put in motion, the bent 

wire will fly round in a direction reverse to M 

that of the points s t, and will appear in the 

dark as a ring of light, in consequence of the luminous 

particles of air receding from the points. 

In all these experiments it is requisite that the point 
project freely into the airl If it be sheltered by being 
beneath the surface, then its electrical effect as a point 
_ ceases. 



128. Theoretical views of disruptive discharge and the 
action of pointed bodies. — In the theory of induction (99) it 
is assumed that the particles of the dielectric are in a certain 
state of tension which rises higher and higher in each particle 
as the induction is raised higher and higher, either by the 
closer approximation of the inducing surfaces, increase of the 
charge, or variation of form, &c. : the sustaining of this ten- 
sion constitutes insulation; and when the tension surpasses 
the insulating power, the grand close of the existing phenomena 
is disruptive discharge. According to Faraday, the peculiar 
condition of the molecules of the dielectric necessary to the 
induction and insulation is equally essential to the final 
phenomena of discharge by disruption of the intervening 
dielectric medium. The theory does not assume that all the 
particles are equally affected as to tension ; discharge occurs 
not when all the particles have attained a certain tension, but 
when the tension of a particular particle upon which the whole 
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of the equilibrium depends has been pressed beyond endur- 
ance, and hence gives way (117): all the particles in this case 
must give way also; because, being all associated in the 
induction, it is the sum of the whole resistance which con- 
stitutes the equivalent insulation. Such is in fact the case in 
discharge between the halls of Lane’s electrometer (91) ; the 
disruption first occurs between the two near points (117). 

129. The spark -striking distance will therefore he de- 
pendent on the discharge of a few particles of the dielectric 
occupying a very limited space, in consequence of which the 
polarized inductive state of the whole series is lowered, and the 
molecules return to their previous or normal condition in the 
inverse order in which they left it (99) ; whilst their powers to 
propagate or continue the discharging operation from the point 
where the subversion of the insulation first occurred become now 
united. A good mechanical illustration of this may he derived 
by standing a scrips of thin rectangular pieces of wood upright, 
and near each other : if we overturn one at the end, the next, 
the next, and so on, must follow, and each in succession becomes 
pressed upon by the forces of all the preceding, which now 
unite to complete the downfall of the whole series in a given 
direction. The few particles originating the discharge are 
generally next one of the terminating conductors : in this 
point of subversion, however, they are not merely pushed 
aside, but they assume for the time an extreme tension, and 
the powers discharge throughout the scries with violence and 
explosive force : the ultimate effect is the same as if we had 
put a discharging wire in place of the dielectric particles, and 
operated by conduction immediately between the limiting 
conducting surfaces a b, fig. 49. The tension of the particles 
of the dielectric next the points in the limiting conductors being 
greater than those in the middle of the series, it is hence in 
these points that the disruptive effect commences ; so that when 
these conductors terminate in mere points or small surfaces, 
the tension upon the particles of the dielectric in contact with 
them is excessively increased ; in fact, all the lines of inductive 

G 5 
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force may be supposed to concentrate upon a pointed conduct- 
ing body, thus: let a, fig. Cl, be the terminating spherical 

Fig. 61. 




surface of an uninsulated conductor, and p a point projecting 
from an opposed charged conductor b ; then the lines of in- 
ductive force will concentrate, as it were, upon the point 
p, as represented in the figure : the point therefore becomes 
the source of an active mechanical force, and preserves its 
predominance over the other portions of the conductor be- 
hind it by a continued discharge of the accumulated elec- 
tricity : hence currents of wind arise by tfie recession of the 
charged particles of air, and which are in every way favoured 
by the shape and position of the rod immediately behind 
the point. If the point be more or less central to the walls 
of a room, without any more immediately opposed conductor, 
or be exposed to the induction of any other substance in its 
vicinity, still the same result ensues, since there is no distance 
so great as to limit the operation of this inductive action. 
The theory applies, by the converse of this, to an uninsulated 
point opposed to a charged body. 

130. Convective Discharge . — In the production of currents 
by pointed conductors, the dielectric aerial particles necessarily 
carry away with them the electricity of the charged body, and 
so, by neutralizing the oppositely induced force in some other 
distant body, complete a discharge of the accumulated electri- 
city. This species of discharge is not a communication of force, 
but a carrying away of force, as it were : the particles in this 
case do not remain in place, — they travel. Faraday has hence 
termed this species of action ‘ convective discharge ; * and this 
term is applied to every case in which discharge is effected by 



Digitized by Google 




CONDUCTIVE DISCHARGE. 



155 



the transmission of electrified particles of matter, whether 
conducting or non-codducting. 

131. Discharge by Conduction . — When the particles of an 
intervening dielectric communicate their forces, and lower the 
tension of the charged stratum, we have then discharge by- 
conduction, or, as termed by Faraday, conductive discharge. 
This kind of power is common to all substances : the question 
is a mere question of time. In some substances, such as the 
metals, the communication of force takes place with extreme 
rapidity ; in others, such as air, shell lac, &c., the process is 
difficult and slow',— so slow as to admit of such substances 
being considered as insulators. Conduction and insulation 
approach, therefore, very near each other, and arise both out 
of one common condition of matter. It is this kind of dis- 
charge by conduction which allows of the charge penetrating 
the particles of a solid dielectric, and causes in the charging 
and discharging of coated glass a spontaneous renewal of the 
charge (75). 

Faraday has given very elegant practical illustrations of this 
kind of discharge. The substance spermaceti is found to be a 
dielectric through which induction can take place, — that is, its 
.particles may become polarized ; but it is also a very slow con- 
ductor, even when the electric force has travelled, as it were, 
through it to some distance : by communication of force from 
particle to particle we can, by removing the inductive or con- 
straining power, cause it to return, as it were, upon its path, 
and re-appear again in its former position. This may be 
effected by giving two conjoined plates of spermaceti metallic 
coatings, one on each opposite exterior surface, and then, after 
charging and discharging the system, separating the plates, an( r 
examining their electrical condition. In this case, although 
previously to the separation after discharge, no kind of electri- 
cal indication could be obtained externally, yet, after the se- 
paration, one half exhibits positive electricity and the other 
half negative electricity ; so that on removal from each other s 
inductive influence, the two forces re-appear upon the surface 
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under the attached coatings. The action, therefore, of an 
insulating dielectric, as in charged coated glass, is ultimately 
the same in promoting discharge as that of the wire which 
discharges it. 

132. Nature of Conduction . — We obtain from these con- 
siderations some little insight- into the nature of conduction 
and the action of conducting bodies (9). These bodies are 
subject to the general laws of induction through contiguous 
particles in common with electrics, by which they are brought 
into a state of tension or polarity ; but being in this state, 
the particles communicate their forces aj^l promote discharge 
so rapidly, that the state of tension or polarity vanishes as 
soon as induced : hence the comparative differences in insu- 
lating and conducting power, which admit of one class of sub- 
stances being considered as insulators, and another class as 
conductors (12). All substances promote discharge by the 
communication of forces, but the capability of this action, in 
a greater or lesser degree, renders them better or worse con- 
ductors — worse or better insulators.* Thus, contrary to what 
might have been anticipated, insulation and conduction stand 
aide by side as kindred phenomena. 

133. The progress of electrical discharge by conduction 
through metallic or other substances involves the idea of velo- 
city, and hence attempts have been made at various times to 
determine the rate of motion. We have already noticed (61) 
the early attempts of Watson and other members of the Royal 
Society, in 1748, to determine the velocity of the ordinary elec- 
trical discharge from coated glass, and their failure in deducing 
any thing like a numerical value of it. In more recent periods, 
however, this important question has been investigated experi- 
mentally with more success. Wheatstone, in 1834, by a beau- 
tiful and conclusive series of experiments, Bhowed that the 
velocity of an electrical discharge through a wire of half a mile 
in length was at the rate of 5/6,000 miles in a second of time. 
This fact was deduced by catching in a mirror, whilst revolving 

. * Faraday’s ‘ Electrical Researches.’ 
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on a horizontal axis at the rate of 800 times in a second, three 
electrical sparks produced by the discharge of an electrical jar in 
an interrupted circuit, the interruptions being at each end and in 
the middle of the conducting wire. Now it w as observable that 
the centre spark fell out of the line of the other sparks by half 
a degree of the circle, and had hence experienced retardation, 
from which it was not difficult to compute the time of discharge 
through the wire ; for the angular motion of the image being 
by an optical law double that of the mirror, the time of motion 
through half a degree is given, when the time of a whole 
revolution is known. By this process it was found that the 
centre spark occurred later than the others by at least the one- 
millionth part of a second; it was nearly the 1,152,000th part of 
a second, giving a velocity of about 5/6,000 miles in a second, 
supposing the current to have passed from one end of the wire 
to the other, or 288,000 miles, supposing it to have traversed 
one-half the wire. 
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AGENCIES OF ELECTRICITY. 

Mechanical Effects — Agency of Electricity in evolving Light and Heat- 
Luminous and Phosphorescent Effects — Chemical Agency — Electrical 
Currents — Magnetic Agency. 

134. Mechanical Agency . — The transmission of electricity 
through substances is commouly attended by some mechanical 
effect : this is most apparent when the electrical discharge 
pervades bad and imperfect conductors ; such bodies are not 
unfrequently rent in pieces ; even good conductors, such as 
the metals, suffer expansion and other mechanical action to a 
considerable amount. If a heavy discharge be thrown upon 
a small metallic wire, it will become crippled, as it were, 
throughout its length ; and when a similar discharge is passed 
through a capillary tube containing mercury, the tube will 
be shattered, so great is the expansive force of the metal. 
In the passage of electricity through imperfect conductors, 
the particles become separated by expansion, causing a com- 
pression of surrounding particles. It is this which by the 
collapse of the air causes the sharp snapping sound of the 
electric spark, and which, in the discharges of a powerful 
battery, amounts to a stunning report. 

When the electrical discharge is less sudden and condensed, 
a more progressive action ensues, and these violent effects 
become subdued, as we have seen in the case of glow' and 
brush discharge, and the production of currents of wind (12“) ; 
whilst in the conductive discharge by metallic bodies of large 
dimensions, as compared with the quantity of electricity trans- 
mitted, mechanical action is no longer apparent. 

The following experiments are highly instructive, and illus- 
trative of the mechanical agency of electricity in bad and 
imperfect conductors. 
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Exp. 55. A slip of tin-foil, A b, fig. C2, about 18 inches in 
length and half an inch wide, is attached by a little paste to 



Fig. 62. 



d 




a 



b 




the surface of a dry piece of wood, and small cross cuts ab c 
are made on it with a sharp-edged knife ; a few common wafers 
are placed over these cuts, and other wafers d e immediately 
between them on the continuous portions of the metal. W hen 
an electrical shock from a charged jar is passed Irom a to b, 
the small wafers will be thrown with violence off the disjointed 
portions a b c of the metal, whilst those on the continuous 
parts will remain undisturbed. 

Exp. 56. a c, fig. 63, is a small mortar, turned out of hard 
wood or ivory, having two wires p n Fig. 03. 

passed air-tight through the sides of the 
chamber a, and terminating in small 
balls placed within a short distance of 
each other. A ball of cork b is inserted 
immediately over the chamber, fitting 
loosely in the mortar, so as to avoid any 
. considerable friction. When an electrical 
jar is discharged through p n, the ball b will be violently 
expelled in consequence of the expansion of the air in the 
chamber at a. 

If the disruptive spark be produced within a drop of ether 
or water, these fluids will be converted into vapour, and the 
result is then more apparent: such is the expansive force 
thus produced, that few substances can resist it. Beccaria 
succeeded in fracturing to atoms a solid ball of glass of 2 
inches in diameter by means of an electrical spark passed 
through a drop of water contained in a small cavity within the 
centre of the ball. Solid matter, such as stones, wood, loaf 
sugar, and other brittle imperfect conductors, are rent in pieces 
by an electrical discharge between wires placed within them. 
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The more progressive action of disruptive discharge through 
bad and imperfect conductors is frequently attended, as we 
have shown (125), by currents and other mechanical impulses 
capable of giving motion to light float wheels and other models 
delicately mounted on pivots. 

135. Agency of electricity in the evolution of heat and light. 
— The discharge of electricity through insulating or imperfect 
conducting matter is invariably attended by an evolution of 
heat and light, to a greater or less extent. This is most 
apparent in the transmission of the electrical discharge 
through an interrupted metallic circuit, whether the circuit be 
continued through air or other gases, or through imperfectly 
conducting fluids : in air, brilliant and dazzling light arises, as 
in the case of the ordinary electrical spark ; in water, a bright 
spark may also be obtained between wires placed near each 
other; in oil, alcohol, and ether, brilliant light is produced, 
attended by considerable heat. The great expansibility, how- 
ever, of alcohol and ether renders experiments of this kind 
somewhat hazardous. 

The evolution of light and heat by electrical agency admits 
of the following simple and elegant illustrations : 



Fig. 64. 




Exp. 57. Attach a series of veiy small circular spots of 
tin-foil to the surface of a strip of glass, so as to be very 
near each other, and forming any kind of device, as a b, 
fig. 64 : we have thus a series of metallic interruptions, in air, 
immediately over a solid electrical substance : if under these 
circumstances a current of electricity from a powerful machine 
be caused to pass between the positive and negative conductors 
p n, through this interrupted circuit, it will become beautifully 
luminous, especially if small sparks be taken on two balls p 
and n connected with the metallic chain a b. In this way 
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rery brilliant pictures in luminous sparks of dazzling bright- 
ness may be obtained by means of tin-foil pasted on glass : 
the foil should be divided into narrow lines or strips, cut 
across with a sharp knife over the outline of the picture re- 
quired, and then covered with insulating varnish (29), being 
so connected as to admit of a conduction of electricity through- 
out the total length, by their alternate extremities, as re- 
presented in fig. 65. When small cuts are made in these 

Fig. 65. 



Q« 

lines, representing any required figure, and electricity trans- 
mitted from bails p n at the extremities of the series, the 
whole figure will appear in dazzling light. Small dots of 
tin-foil attached in a spiral form round a tube of glass 
produce a brilliant effect, and may frequently be caused to 
extend over several feet in length : a series of metallic beads 
strung on a line of silk has also a singularly beautiful ap- 
pearance. 

Exp. 58. Insert two wires in a ball of ivory or box-wood, 
and pass the charge of a small Leyden jar through its centre : 
the ball will become for the time luminous, and appear of a 
crimson or scarlet colour. 

Oranges, apples, and other fruits, as also eggs and sugar, 
may be rendered luminous in this way. The universal dis- 
charger, already described (76), is well adapted to such 
experiments. 

136. The tendency of electricity to evolve light in interrupted 
circuits is such that even apparent contact does not prevent it. 
If the shock of a jar exposing about 4 square feet of coated 
glass, fully charged, be passed over a small iron chain, 
luminous and brilliant scintillations -take place at every link of 
the chain, producing an extremely fine effect, especially when 
the chain is suspended in festoons upon insulating supports. 
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The heating effects of the electrical discharge are not less 
apparent and striking than the preceding. 

Exp. 59. Fill a common wine-glass with cold water nearly 
to the brim, and pour on its surface a thin stratum of ether ; 
connect the water with the prime conductor of the electrical 
machine by means of a wire ; put the machine in action, and 
draw a spark from the water through the ether by means of a 
brass ball or by the knuckle ; the ether will be immediately 
inflamed. 

Highly rectified spirit may also be inflamed by means of a 
powerful spark from the electrical machine, especially if it be 
gently warmed and placed in a metallic cup. The electrical 
spark will set fire in this way to various kinds of inflammable 
matter, such as resin, cotton wool, phosphorus, gunpowder, 
and other detonating compounds, all of which may by adequate 
arrangements be readily inflamed. 

The firing of common gunpowder by electricity is best 
effected by placing a glass tube full of water in the circuit, so 
as to diminish the violent expansive effect of the spark, by 
which the grains are scattered without explosion : to prevent 
this, the gunpowder is usually enclosed in a cartridge, and two 
wires inserted within it ; but even then the experiment is not 
always successful. When the discharge is transmitted through 
a few inches of water contained in a tube of glass, loose gun- 
powder placed between the wires of the universal discharger 
inflames instantly. 

137. The heating effects of electricity upon metals and other 
good conductors are also very interesting and important. We 
have before shown (132) that some amount of resistance to 
electrical transmission always takes place, even in the best 
conductors, which resistance may be referred to the same 
source as the resistance through bad conducting matter, that 
is to say, momentary tension and insulation : hence similar 
effects in the progression of electrical action through their 
particles. 

Exp. 60. Fix a strip of silver or gold leaf on paper, and 
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subject it to the shock of about 8 square feet of coated glass, 
fully charged ; the metal will disappear with a bright flash. 

When a powerful shock is passed through a slender iron 
wire, the metal becomes heated, and may be dispersed in red- 
hot balls, producing in the dark an extremely brilliant effect. 
All the metals, when drawn into fine wire, may be caused to 
burn in a similar way ; and the most refractory, such as 
platiua, gold, and silver, are converted into earth-like powders 
of various colours, termed oxides. 

Low degrees of heat, elicited in metals by the transmission 
of electricity through them, may be estimated by means of the 
thermo-electrometer (95). It appears from numerous experi- 
ments with this instrument, that the action of electricity in heat- 
ing metallic bodies increases as the square of the quantity of 
electricity discharged through them, without any relation to 
the intensity (120) or extent of coated glass on which the 
charge is accumulated. This is in truth a general law of 
quantity, and arises out of the fact, that whatever be the 
extent of coated glass on which we accumulate a given quan- 
tity of electricity, or whether thick or thin, the electricity all 
concentrates upon the wire at the instant of discharge ; and 
the effect is therefore quite independent of all those circum- 
stances which influence the indications of the electrometer, 
and which we have so fully considered : thus, when twice the 
quantity of electricity is discharged, the fluid rises in the 
electrometer (95) to 4 times the height ; with three times 
the quantity to 9 times the height, and so on : a law depen- 
dent very possibly on a condition of momentum, since in the 
discharge of a double quantity of electricity, for example, we have 
twice the number of particles and probably twice the velocity, 
which would give 4 times the force. The heating effects of 
electrical discharge through metals being greater, as the resis- 
tance in the wire to the progress of the discharge is greater, 
we may infer that the conducting power of a given metal is in 
some inverse ratio of the heat it evolves whilst transmitting a 
given electrical accumulation ; and that hence by drawing vari- 
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ous inetals into wires of a given diameter, placing them in 
the electrometer (95) and subjecting them to the force of 
a given accumulation (78), their relative conducting powers 
may be estimatad, and such is found to be the case. The 
following Table contains the results of a series of experiments 
of this kind : 



Metals 


Copper 


Gold 


Zinc 


Iron 


Tin 


Lead 


Degrees of heat 










36 


72 



Taking the heat of lead as unity, the following will be the 
relative conducting powers of these several metals, supposing 
the heat proportionate to the resistance: 



Lead 


Tin 


Iron 


Zinc 


Gold 


Copper ! 


1 


2 


m 


n 


8 


12 



«. Since the resistance in the same wire may be supposed to 
decrease as the number of particles increase, we may conclude 
that the conducting power of a metallic wire will be inversely 
as the length, and as the area of its section directly ; that is, 
as the square of the diameter. 

138. The agency of electricity in evolving heat and light 
in bodies through which it passes is powerfully and wonder- 
fully apparent in the discharge of the voltaic battery, fig. 1 6 
(28). When an extensive series of plates, excited by an 
acid solution, discharges through points of charcoal, attached 
to stout wires connected with the opposite extremities of the 
battery, the heat and light evolved is most intense. With 
2000 series of 4-inch plates, Sir Humphry Davy obtained 
an arched stream of light, of nearly 4 inches in length : frag- 
ments of diamond, on being introduced into it, disappeared ; 
and thick wire of platina, one of the most refractory of the me- 
tals, fused readily : all the metals in thin laminae, such as gold 
and silver leaf, burned vividly : when fine iron or steel wire was 
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made to join the opposite ends of the battery, it immediately 
ignited, and stout platina wire was kept at a white heat. 
The late lamented Professor Daniell, by his new voltaic 
battery, exceeded even these effects. With this battery the 
arc of electrical flame between points of charcoal was so 
intense and in such volume, that the eyes of the spectators 
w'ere seriously affected and inflamed, even though guarded by 
thick grey glasses : the Professor’s face became scorched by 
the heat, as when exposed to a meridian sun : the rays, when 
collected into a focus, burned a hole readily through paper at 
many feet distant, and a bar of platinum of -§-th of an inch 
square, together with other highly infusible metals, such as 
rhodium, iridium, and titanium, were easily melted. Gold leaf 
burned with a vivid white light, and silver leaf with a light of 
brilliant emerald green. 

We have not sufficient knowledge of the nature of the 
electrical light to say on what its presence depends ; but 
from the fact that both the fight and heat attendant on elec- 
trical action vary with the resistance to discharge, it has been 
supposed, and with much reason, that both are evolved from 
the medium in which the discharge occurs, by the mechanical 
agency of electricity in compressing their particles — a result 
consequent on the same compressing effect produced in many 
other ways. 

In condensed air the light is white and brilliant ; in rarefied 
air it is divided and faint ; in air highly rarefied it is not un- 
frequently of a violet colour. In a similar way the density of 
various gases has a material influence on the luminous effect : 
thus, in carbonic acid gas the light is white and vivid ; in 
hydrogen gas, as in highly rarefied air, it is red and faint. 

Electric fight of great brilliancy exhibits, like the sun-light, 
all the prismatic colours when decomposed by the prism, and 
may be caused to display them separately by the intervention 
of different media. If a powerful discharge be passed between 
two wires inserted in a soft piece of deal, in the direction 
of the fibres, the colour of the fight varies with the depth of 
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the points beneath the surface. If one of the points be in- 
serted rather deeper than the other, all the prismatic colours 
appear. In this experiment the depth beneath the surface of 
the wood may be from -Jj-th to T \ths of an inch. 

139. Phosphorescent effects of electricity . — When the light 
evolved by the electrical discharge is very intense, a subdued 
luminous or phosphorescent effect continues to glow upon the 
surfaces of various bodies over which the discharge has passed. 
Calcined oyster-shells exhibit this effect in a high degree : 
selenite shines for a few seconds with a bright green light, and 
calcareous spar remains luminous. 

The substances employed in these experiments should be 
placed between the wires of the universal discharger (79), and 
the eyes closed at the instant of discharge, so as to avoid the 
dazzling light of the spark. The luminous glow left on the 
surface of common chalk thus treated affords a beautiful illus- 
tration of the phosphorescent effects of electricity. 

Exp. 61. Place a flat piece of dry chalk on the universal 
discharger, and set the pointed wires on its surface, two 
inches apart ; discharge a large electrical jar, fully charged, 
through the wires ; a streak of light will remain on the chalk, 
which will continue for some time. 

The particles of brittle substances, such as loaf sugar, when 
dispersed by a powerful shock, appear luminous for many 
seconds. 

140. In all these and the preceding experiments, the dura- 
tion of the immediate light of the spark is very limited and 
transient. Wheatstone, by viewing the reflection of electrical 
sparks in his revolving mirror (133), has clearly shown that 
the duration of the light does not exceed the one-millionth 
part of a second, so that objects in extremely rapid motion 
are seen by this evanescent light as if fixed and at rest. In 
evidence of this he has given the following very elegant 
experiment. 

Exp. 62. A plane circular disc, fig. 66, having the three 
primitive colours, — yellow, red, Rnd blue, — painted on it, and 
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occupying three proportionate sec- 
tions of the disc ab c, was caused 
to revolve on a centre with great 
velocity, so that the colours, by an 
optical result, blended nearly into 
white, and were hence quite un- 
distinguishable. The room being 
darkened, and the light of a spark from an electrical jar 
allowed to fall on the disc, the three colours were as apparent 
at the instant as if the disc were at rest. The light had in 
fact been produced, and had again vanished before either of 
the colours had turned through a sensible space. The most 
rapid motion, therefore, producible by art is virtually rest, 
when taken in relation to the velocity of the electric light. 

A very effective experiment may be made with a similar disc 
by merely placing on it three spots, — blue, red, and yellow, — 
one inside the other, and which, when the disc is caused to 
revolve, form three distinct circles. Now, however rapid the 
motion, the spots are seen, by the light of the electric spark, 
as being perfectly at rest ; and if successive sparks be pro- 
duced, they appear to be merely changing their relative 
position on the disc. 

141. Chemical agency of electricity . — The agency of elec- 
tricity in effecting chemical changes will be found of still 
greater extent and importance than its mere mechanical action, 
although probably intimately associated with it. Not only 
arc the most refractory metals converted into oxides, but 
oxides already formed may be decomposed, and the metal 
revived and restored to its former condition. When a succes- 
sion of small electrical shocks is passed through oxides of tin, 
placed within a clean tube of glass, the tube becomes stained 
with metallic tin. If we subject common vermilion, a com- 
pound of sulphur and mercury, to the charge of a moderate- 
sized jar, the mercury is easily reproduced in its metallic state. 
When the electrical spark is taken in various fluids, the fluids 
may be decomposed and separated into their constituent ele- 
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ments. Thus water, by the action of the electric spark, may 
be converted into hydrogen and oxygen gases. This very im- 
portant fact was first announced by some Dutch chemists, and 
was subsequently confirmed by one of the most distinguished 
of British philosophers. Dr. Wollaston. Compound gaseous 
bodies, likewise, are chemically acted on in a similar way : thus 
it was observed by Priestley and Cavendish, that when a portion 
of common air was exposed for a considerable time to a suc- 
cession of small electrical discharges, the bulk of the air be- 
came diminished, and its constituents, oxygen and nitrogen, 
combined in the proportions required to produce nitric acid, 
which was accordingly found in the vessel in which the air 
was confined. 

142. The most powerful and available source, however, of 
this electro-chemical agency is found in the series of Yolta 
already referred to, fig. 1 6 (28) . When substances are subjected 
to the continuous electrical discharge of this apparatus, very few 
compounds resist its power. As a general law of the decom- 
posing agency, it is found that oxygen and its compounds, 
acids, &c., are determined upon the zinc or positive end of the 
series ; alkalis, hydrogen and other iuflamroable matter, upon 
the copper or negative end. Alkalis being thus found deter- 
mined to the negative extremity, were suspected by Davy to 
contain an inflammable element, and he finally succeeded in 
realizing this conjecture : by means of a powerful series, potassa 
and soda were resolved into two constituent elements, viz. 
oxygen gas, which appeared at the zinc -extremity, and a highly 
inflammable kind of metal, which was rendered up at the 
copper or negative extremity, — a discovery which shed an 
extraordinary degree of lustre on British Chemistry. 

In the electricity of the voltaic battery, therefore, we possess 
a most powerful chemical agency, by which the elements of 
bodies may be separated and transferred to distant points. 
The following experiment is another fine example of this im- 
portant fact. 

Exp. 63. In the centre glass c of the three glass vessels 
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acb, fig. 67, is a solution of sulphate of potassa, one of the 
neutral salts : a and b contain a light infusion of the blue 
cabbage in distilled water, which is highly sensible of the pre- 
sence of alkali, or acid, its Fig- 67- 

colour being immediately p 
affected thereby : the three 
glasses are connected by 
filaments of moistened cot- 
ton, as shown in the figure 
and the wires p n from the opposite ends of the voltaic 
series, terminating in gold or platina points, inserted in 
the glasses a b. The result is, that the neutral salt in the 
glass c is soon decomposed into potassa and sulphuric acid : 
the acid is transferred to the positive cup a, and turns the 
blue infusion red, whilst the alkali becomes transferred to the 
negative cup b, and turns the blue infusion green. 

"When metallic salts are subjected to this species of electrical 
action, they are speedily decomposed and the metal revived: 
thus a plate of silver connected with the negative wire of the 
battery will, when plunged into a solution of sulphate of 
copper (blue vitriol), become coated with metallic copper 
directly we immerse the positive wire p in the solution. 

143. Electrical Currents . — Another important agency of 
electricity consists in its progressive, or, as it is usually 
termed, current action, as exhibited in the phenomena of 
conduction and discharge. When we discharge an excited 
voltaic series, or an electric jar, through any substance, 
whether metallic, moist conductors, or air or other elastic 
media, this progressive or current force always arises, and the 
substances transmitting the electricity exhibit extraordinary 
and very peculiar powers. Now it is an important feature of 
an electrical current, that the two electrical forces are every 
where in it ; the current is in respect of these forces the same 
in every part : we have never a current of one force only, so 
that, as stated by Faraday, it is quite indivisible, and may be 
conceived of as an axis of power in «very part of which the 
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two forces are present. Electricity as a chemical agent appears 
to operate directly through the medium of this current force. 
Thus in the decomposition of water and other bodies an elec- 
trical current is established, sufficiently powerful to separate 
the constituent elements which then interchange the two forces, 
and operate in lowering the tension by a species of convective 
discharge. The fluid, whilst under the influence of the battery, 
may be considered as any other dielectric substance in a state 
of tension (120). Faraday has termed such substances as 
decompose in this way electrolytes. The determining action, 
he further shows, exists within them, and not at the poles or 
doors of the battery ; the chemical force of the current being 
directly as the quantity of electricity transmitted. 

About the year 1820, the celebrated French philosopher 
Ampfere discovered the mutual attractions and repulsions of 
electrical currents, and showed that metallic wires, if free to 
move, attract each other when transmitting electrical currents 
in the same direction, and repel each other when the currents 
passing through them are in opposite directions. When two 
wire rings are freely suspended one over Fig. G8. 

the other, as in fig. 68, so as to turn readily 
in a vertical plane, and electrical currents 
transmitted through them, through the in- 
tervention ofa little mercury in which their 
extremities terminate, the rings will be 
observed to separate and turn round upon 
their pivots until the currents passing 
through them flow in the same direction. 

Faraday has since shown that wires trans- 
mitting electrical currents induce momentary currents in other 
wires near them : thus the phenomena of attraction, repulsion, 
and induction are common both to statical and dynamical 
electricity, that is to say, to electricity both at rest and in 
motion. 

144. Magnetic agency of electricity . — The agency of elec- 
tricity in imparting polarity to iron and steel was observed by 
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Franklin, and further verified by Van Marum with the great 
machine and battery in the Teylerian Museum at Haarlem (48). 
By this apparatus, pieces of watch-spring 6 inches in length 
were rendered powerfully magnetic : when the discharge was 
passed through the steel placed perpendicularly, the lower end 
acquired a north polarity, that is to say, if suspended in a 
horizontal position, that end pointed to the north ; if placed 
horizontally in the magnetic meridian, the end pointing north 
acquired a north polarity, whichever extremity was connected 
with the negative side of the battery. 

The most important discovery, however, in this department 
of Electricity is of comparatively recent date. This discovery, 
one of the greatest of modern times, is due to Professor (Ersted, 
of Copenhagen, who was led, about the year 1819, to investi- 
gate the peculiar condition of a wire uniting the terminating 
plates of the voltaic battery, so as to form a closed circuit. 
The magnetic needle, when placed above or below this wire, 
termed by (Ersted a conjunctive wire, immediately deviates 
from its meridian according to certain laws, and tends to place 
itself at right angles to the wire. In all these deviations the 
pole of the needle over which the negative electricity enters 
turns towards the west, and the pole under which it enters 
turns towards the east. On further investigation, it appears 
that the transmission of the electrical current through the 
wire is attended by a transverse action exerted in a direction 
at right angles to the direction of the current, which action is 
always the same in kind and direction : this force in relation 
to current electricity is what lateral tension is to statical elec- 
tricity (120). The distinguished French philosopher Ampere 
was amongst the first to pursue these new inquiries, and he 
succeeded in imparting to wires transmitting electrical currents 
all the properties of common magnets. 

145. One of the most surprising results of the magnetic 
agency of electricity is the enormous power induced in soft 
iron by the circidation of electrical currents about its 
surface. 
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Exp. 64. Let acb, fig. 69, be a cylindrical bar of soft iron, 
bent so as to bring the extremities a b 
near each other, and p and n copper 
wire covered with silk thread wound 
round its surface from p to n ; then, on 
uniting the extremities p n of this coil 
with the terminating plates of a voltaic 
battery, the iron immediately becomes 
magnetic, and will sustain by attraction 
at its extremities a b a considerable 
weight when affixed to a square iron 
rod, joining the extremities or induced 
poles a b. 

By superposing heliacal coils in this 
way upon the surface of a soft iron bar, and uniting the 
extremities into one common terminator p n on each side, 
temporary magnets have been produced capable of sustaining 
more than a ton weight ; the magnetic power, however, is lost, 
or nearly so, directly the currents cease to circulate through 
the coils. 

The magnetic, as in the case of the chemical and heating 
agency of electricity, is, cceteris paribus, directly as the 
quantity of electricity transmitted, without reference to the 
intensity. 

By the operation of these powers, and the peculiar kind 
of tangential force they display, electrified wires and magnets 
are caused to revolve round each other, and a vast variety 
of most interesting and wonderful effects obtained, consti- 
tuting a most beautiful department of science, termed electro- 
magnetism. 

146. Magneto- electricity. — Magnetism having been thus 
found to arise out of electrical action, the conclusion was 
irresistible, that electricity should also be derived from mag- 
netism. Although this conclusion lay dormant for several 
years, it was finally completely verified by Faraday in the 
course of the year 1831, being about twelve years subsequent 
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to (Ersted’s celebrated discovery (144). When a piece of soft 
iron surrounded by coils of copper wire is brought into or 
removed from contact with the poles of a magnet, electrical 
currents are produced in the wire of considerable magnitude, 
as shown in the action of the magneto-electrical machine, 
fig. 17 (28). Hence has arisen a new and most valuable 
branch of electrical science, termed magneto-electricity, the 
essential principle of which consists in the converse operation 
of magnets, either permanent or temporarily produced in the 
common electricity of non-magnetic bodies. 

The following is a remarkably elegant experimental illustra- 
tion of magnetism induced by electricity, and the simultaneous 
and reciprocal excitation of electricity by the induced mag- 
netism. 

Exp. 65. Let copper wire, covered with silk thread, be 
wound round opposite semicircles of a soft iron ring of about 
6 inches in diameter, leaving a separating portion of the iron 
between the coils ; then, if the extremities of one of the coils 
be connected with the voltaic battery, fig. 16 (28), a current 
is established through that coil which magnetizes the iron 
beneath. At this instant a current of electricity arises in 
the coil on the opposite semicircle by the flow of magnetism 
through the ring, and which, if the battery be sufficiently 
powerful, will cause a spark to appear between the extremities 
of this coil, if duly placed near each other, fig. 17 (28), and 
will exhibit other electro -magnetic effects. It is, however, 
to be observed that this action is temporary, as in the case 
of the magneto-electric machine (28), and exists only at the 
instant of making or breaking the contact of the opposite coil 
with the voltaic battery. 
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NATURAL ELECTRICITY. 

Electricity of the Atmosphere — Lightning and Thunder — Meteors — 
Aurora Borealis — Water-spouts — Whirlwinds and Earthquakes. 

147. Electricity of the Atmosphere . — Electrical science, in 
the early periods of its history, appears to have been limited to 
the phenomena of attraction and repulsion developed in certain 
bodies, by exciting into action some curious and hidden prin- 
ciple which such bodies were supposed to contain. No sooner, 
however, had the brilliant discoveries of the eighteenth cen- 
tury been achieved, than a far wider and apparently unlimited 
field of investigation presented itself. Electricity now became 
associated with those great and mysterious agencies upon 
which the natural operations of the material universe were 
supposed to depend. Dr. Wall, who, in the year 1705, 
observed the light, together with the crackling sound attendant 
on electrical excitation, became impressed with its miniature 
resemblance to the phenomena of lightning and thunder. Grey 
observes (Philosophical Transactions, 1735), that the elec- 
trical fire seems to be of the same nature with thunder and 
lightning. The Abbe Nollet, in 1745, speaks of “thunder 
and lightning being in the hands of Nature what electricity is 
in ours,” and speculates on the probability of a thunder-cloud 
being an “ electrified body, depending on the same mechanism 
as that of charged conductors.” The great discovery of the 
Leyden phial, and the several investigations of Franklin, espe- 
cially those relative to the action of pointed bodies, went still 
further in confirmation of these conjectures, and in the asso- 
ciation of various luminous phenomena of the atmosphere with 
ordinary, electrical action. Watson, in the 48th volume of the 
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Philosophical Transactions, enumerates certain appearances 
recorded by the ancients, evidently depending on electricity in 
the air. Pliny tells us in his Natural History, that stars 
settle with an audible sound on the sail-yards of ships. Seneca 
describes the spears of the soldiers in the Roman camp as 
being on fire. The old historian, Herodotus, states that the 
Thracians disarmed the heavens of their thunder by launching 
their arrows into the air. Such phenomena are evidently 
nothing more than natural interpretations of the action of 
pointed bodies, and of certain forms of disruptive discharge 
(121), (125). Important coincidences of this kind could not 
fail to arrest the attention of those distinguished men who, 
about the middle of the eighteenth century, had surprised 
mankind by their great and novel discoveries in electricity, 
and to convince them of the prevalence of electrical agency in 
the ordinary operations of Nature. 

148. In the year 1749, Franklin proposed two methods 
for obtaining electricity from the clouds ; aud at his sug- 
gestion, in 1752, an insulated pointed rod of iron, 40 feet 
long, was erected by Dalibard, at Marley la Villc, near Paris, 
so as to project freely into the air. On the 10th May, 1752, 
electrical sparks were obtained from this rod, attended by the 
usual snapping sound. Franklin having noticed the great 
similarity between lightning and the ordinary electrical dis- 
charge, suggested the employment of pointed conductors in this 
way, for collecting electricity from the clouds and air. Light- 
ning, he observes, is generally crooked and waving ; it strikes 
the most prominent bodies, takes the readiest conductor, sets 
fire to inflammable matter, rends bodies in pieces, destroys 
animal life, and affects the magnetic needle ; all of which are 
likewise effects of the ordinary electrical battery. His con- 
viction, therefore, of the identity of the agency of lightning 
with that of common electricity amounted in his own mind to 
a reality. Tired of waiting for the erection of a tall spire in 
Philadelphia, upon which he had proposed to place a pointed 
conductor, this distinguished philosopher, in June, 1752, found 
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a readier access into the higher regions of the air by means of 
a common kite. The kite had a pointed wire affixed to it, 
whilst the line of the kite was insulated by a silk cord con- 
nected with its lower end, and which terminated in a common 
key, thus made subservient to the purposes of an insulated 
conductor. After patiently awaiting the passage of several 
clouds over the kite, he had the unspeakable delight to observe 
some of the loose fibres of the hemp string bristle upwards 
and repulse each other (16) ; and finally, as the conducting 
power of the string became increased by the fall of rain on it 
(9), electrical sparks were drawn from the insulated key placed 
at the extremity of the string. Thus became realized, by 
actual experiment, one of the most beautiful and important 
discoveries in the history of science. Romas, in France, re- 
peated Franklin’s experiments, and, as stated by the Academy, 
according to an original conception of his own. In June, 1753, 
lie raised a kite 550 feet into the air during the prevalence of 
thunder-clouds ; the string had a copper wire round it, and 
was attached below to an insulated iron tube. The effects not 
only astonished but greatly endangered the spectators ; flashes 
of fire, a foot long and 3 inches wide, passed from the insulated 
conductor communicating with the string, attended by loud 
reports heard at a distance of 500 feet, and produced the 
sensation of the spider’s web upon the faces of the spec- 
tators (48). Three straws, one of them a foot in length, were 
observed standing erect upon the ground towards the string : 
these at last began to dance up and down (13). At this 
instant a roaring noise ensued, similar to that of a forge 
bellows ; the large straws now became violently attracted and 
repelled by the insulated tube, and three distinct, ringing, 
sharp reports ensued, similar to the sound of earthen jars 
dashed in pieces on a stone pavement. A spindle-shaped flash 
accompanied each of these discharges; the long straw now 
began to follow up the kite string with extreme rapidity, 
being sometimes attracted and sometimes repelled: it as- 
cended in this way about 300 feet ; the kite itself appeared 
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as if surrounded by a luminous cylinder 3 or 4 inches in 
diameter. 

A celebrated Russian, Professor Richman, of St. Peters- 
burg, lost his life whilst prosecuting similar experiments. 
Having erected an insulated or pointed iron rod on the top 
of his house, he hastened there from the Academy of Sciences, 
in August, 1753, to observe the amount of charge communi- 
cated to a large quadrant electrometer (81) connected with the 
rod. At this instant, whilst stooping to examine the index, a 
large globe of bluish fire struck him on the head, and he in- 
stantly expired. 

149. Saussure and other celebrated philosophers have 
subsequently made extensive experiments on the electricity of 
the atmosphere, and have shown that the air is generally more 
or less charged with electricity, either positively or negatively. 
This may be the case, and to a considerable extent, even under 
a serene and clear sky, as appears by the following highly 
valuable notice of certain electrical phenomena of the atmo- 
sphere, by General Pollock, whilst commanding a division of 
the British army in India, stationed at the fort of the 
Himalayan Mountains, about 40 miles from the Khyber Pass, 
— the soil a vast plain of sand. About the end of April, 
1842, the air being quite clear, not a cloud in the skv, the 
musket of a European soldier on duty having on it a fixed 
bayonet, became so powerfully charged with electricity as to 
emit a succession of electrical sparks from the barrel, when- 
ever any conducting body was presented to it. General 
Pollock himself drew from it by means of the knuckle several 
powerful sparks of electricity. The musket was supported 
upright on the hand iu the usual way of soldiers on duty. 
The stock of the musket was made of a peculiar Indian wood 
from the Sipoo tree, and which was sufficiently non-conducting 
to insulate the barrel and other parts of the musket above the 
hand.* 

* Communicated by General Pollock to Mr. Grant Dalrymple. 

H 5 
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150. Our talented countryman, Mr. Crosse, of Bromfield, 
near Taunton, in Somersetshire, has greatly contributed to our 
knowledge of atmospheric electricity, and has elicited some 
very important and general facts. His apparatus consists of 
more than a mile of insulated wire, extended between pointed 
conductors raised high into the air upon tall masts upwards of 
100 feet in length. It appears, by experiments with this ap- 
paratus, that the electricity of the atmosphere has a daily 
flow ing and ebbing period, like the sea, being found to increase 
and decrease in force twice every 24 hours. Generally, the 
electricity obtained from the air is positive, especially in clear 
weather ; but during the fall of rain, fogs, snow, and storms, 
and especially during the passage of certain clouds, the appa- 
ratus is frequently electrified negatively. We are also in 
possession of numerous valuable observations made at the 
Kew Observatory by Mr. Ronalds, for the British Association. 
We are indebted to Mr. Ronalds for a high perfection of the 
means of observation, and, together with Mr. Crosse, for the 
following general results : 

1. The electricity of the air is always positive, — increases 
after sunrise, diminishes towards noon, — increases again 
towards sunset, — and then decreases towards night, — after 
which it again increases. 

2. The electrical state of the apparatus is disturbed by fogs, 
rain, hail, sleet, and snow. It is negative when these first 
approach, and then changes frequently to positive, with sub- 
sequent continued changes every three or four minutes. 

3. Clouds also, as they approach, disturb the apparatus in a 
similar way, and produce sparks from the insulated conductor 
in rapid succession, so that an explosive stream of electricity 
rushes to the receiving ball, which it is wise to let pass off 
into the earth. Similarly powerful effects frequently attend 
a driving fog and heavy smart rain. 

151. Electricity being thus intimately associated with me- 
teorological changes in the atmosphere, it is thus further 
evident that thunder, and lightning, and several other meteoric 



Digitized by Google 




LIGHTNING AND THUNDER. 



179 



appearances, are dependent on the ordinary operations of elec- 
trical agency. If we consider attentively the electrical con- 
ditions of a thunder-storm, we may observe in them, all the 
elements of the Leyden experiment : the atmosphere, in fact, 
becomes a great coated pane or fulminating square (63), of 
which the charged cloud is the insulated, and the surface of 
the earth the uninsulated, terminating conducting planes ; — the 
phenomena of thunder and lightning are neither more nor less 
than disruptive discharges through the intervening air, on the 
principles we have already explained (121), the magnitude of 
the effect depending on the tension. It has been well observed 
by Franklin, “ If two gun-barrels strike at two inches distance 
and make a loud report, at how great a distance may 10,000 
acres of electrified cloud strike, and how loud must be that 
crack!” We may further remark, that all the causes which 
operate in modifying the phenomena of the common electrified 
spark, also operate in giving variety to the phenomena of 
lightning. Thus lightning is often waving, or of a crooked 
zig-zag appearance ; at other times it is straight and brilliant : 
when occurring near the observer, the light is quite intolerable 
to the eye. Sailors are accustomed to call the dividing zig-zag 
spark ‘ forked lightning when it does not divide, it often affects 
the eye by a sort of ripple of light, — this they term * chain 
lightning when a vivid sparks occurs, but concealed from the 
eye by interposed masses of clouds, the light is so reflected 
from more distant masses as to illuminate the whole of the 
hemisphere, — this has been termed ‘ sheet lightning.’ Arago, 
however, and other philosophers, have given this term to elec- 
trical discharges spread out into broad alternated flashes, such 
as we observe in the flashes of a summer evening. The phe- 
nomenon termed * globular lightning,’ presenting an appear- 
ance of a ball of fire either in motion or at rest, is referable to 
glow discharge (126), which commences and proceeds for a 
short time previously to the more condensed disruptive dis- 
charge of the whole system. In this way balls of fire have 
been observed to roll along the sea and ground, or become 
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stationary, previously to a burst of thunder and lightning, 
according as the cloud upon which the discharge depeuds is at 
rest or in motion. 

152. The noise called thunder may be referred to the 
collapse or mechanical and violent compression of the air by 
the disruptive discharge (121), and to the reflected or succes- 
sive echoes of the sound reverberating between the opposed 
surfaces of clouds or land, and which has been called the roll 
of the thunder : thus, when a cloud covers the horizon, the 
noise of cannon fired at sea is often attended by a long- 
continued roll like thunder. 

As the motiou of sound is extremely slow compared with 
that of light, being not more than about 1 000 feet in a second 
of time, whilst light travels at the rate of 1 90,000 miles in a 
second, we are enabled by neglecting the evanescent time of 
the light to calculate the distance of the point in which the 
disruptive discharge begins, merely by multiplying the number 
of seconds which elapse between the light and the sound of 
the thunder by 1090, the actual rate of motion of the sound in 
a second. Thus an interval of 5 seconds would give 5450 feet 
for the distance of the thunder-cloud from the observer, being 
rather more than a mile. 

153. The effects of electrical discharge under the form of 
thunder and lightning are similar to those already noticed (121), 
the mechanical effects being of a most stupendous character. 
Wood and other resisting matter is rent, and scattered in all 
directions ; nothing appears to stand against it : thus rocks 
are split open and scattered, and trees of enormous size, 
especially the oak, rent asunder. In November, 1790, the 
‘Elephant,’ of 74 guns, was struck at Portsmouth by an elec- 
trical discharge from the atmosphere, which entirely shook 
and shivered her mainmast, weighing about 18 tons: all the 
iron hoops and mouldings were burst open and scattered 
around : some of the hoops were half an inch thick and 5 
inches wide : the mast itself consisted of a mass of wood 3 feet 
in diameter and 110 feet long. 
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154. Meteors . — All those ordinary meteors found on the 
masts and sail-yards of ships and other pointed bodies are, 
without any question, pure effects of atmospheric electricity 
depending on the action of pointed bodies projecting into elec- 
trified air (125). These appearances have been termed by 
Spanish sailors the c Fires of St. Elmo,’ and in superstitious 
times were supposed to proceed from the body of the Saint. 
In the record of the second voyage of Columbus we find that 
“during the night of Saturday (October, 1493) Saint Elmo 
appeared on the top-gallant masts with seven lighted tapers.” 
The Italians refer these appearances to St. Peter and St. 
Nicholas : the Portuguese call them * Corpo Santos hence, 
probably, the term used by English sailors of ‘ Comazants.’* 
The action of electrical points may hence be adduced in 
explanation of many of those luminous phenomena of the 
atmosphere found occurring near the earth’s surface. Other 
meteors, however, although suspected to originate in electrical 
action, do not appear to be so clearly referable to it. Amongst 
these may be classed the well-known phenomenon of the 
‘ shooting-star this appearance, however, has still been 
successfully imitated by passing the shock of an intensely 
charged jar between balls enclosed within the extremities of a 
long glass tube exhausted of its air. In the present state of 
our knowledge, however, of such meteors, we cannot pretend 
to decide on the question of their electrical origin. 

155. Aurora Borealis . — The magnificent phenomenon termed 
Aurora Borealis, or Northern Lights, may be certainly classed 
amongst meteors depending on ordinary electrical action, 
and may be referred to the flashing of electricity through air 
more or less rarefied, and at variable heights above the surface 
of the earth. If a pointed conductor be caused to discharge 
electricity within an exhausted glass receiver, streamers of 
white and coloured light, and diffuse or pervading flashes, are 

* ‘Tomlinson on the Thunder-storm,’ published by the Committee of 
General Literature and Education appointed by the Society for Promoting 
Christian Knowledge. 
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produced, closely imitating the phenomenon termed Aurora 
Borealis. A receiver of 6 inches in diameter, and 10 feet 
high, appears as if filled with light . under the action 
of a powerful electrical machine; the light and colour de- 
pending on the rarity of the air, the amount and kind of 
vapour it contains, and the substance and form of the con- 
ducting body from which the electricity is transmitted. By a 
careful management of the experiment, beautiful violet and red 
streamers, and splendid coruscations, together with diffuse 
glow, are easily obtained. By far the greater number, how- 
ever, of such appearances as observed in these latitudes, may be 
traced to the presence of dense masses of electrical clouds 
yielding up electricity into the atmosphere above them. 
Both glow and brush discharge (126), diffuse and infinitely 
varied, and of a vast extent, is produced in this way, and is 
often observed to proceed from behind the masses of clouds 
in long shooting streamers, attended by a beautiful glow of 
diffuse light, varying from green to deep purple, violet, and 
red, and which sometimes covers the hemisphere. This 
light has often the appearance of luminous vapour, quite 
transparent, so that the stars are visible through it : this is 
also the case with the diffuse light artificially produced in an 
exhausted receiver, in the way just stated. Such phenomena 
are commonly followed by wind, rain, and unsettled weather. 

In Siberia and high Northern latitudes, the meteor termed 
Aurora Borealis assumes a character of the greatest imaginable 
splendour. Here the electrical phenomena are most distinctly 
marked ; — here we find beams and rays of light moving with 
greater or less velocity; these are termed in the Shetland 
isles Merry Dancers ; — also vast columns of light, arches and 
crowns of various colours, the lower extremities of which 
frequently quiver with a fiery red colour, and the upper with 
orange and violet. In Siberia the aurora begins with single 
bright pillars, which rush about from place to place with great 
velocity, aud finally cover the whole sky : the streamers then 
meet in the zenith, and appear as if covering the surface of the 
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earth with a vast tent of light glittering with gold, rubies, and 
sapphires. Brilliant luminous coruscations also frequently 
occur, accompanied by a crackling sound, like the crackling 
of sticks when fractured, and very like the ordinary sound of 
electrical excitation : the noise sometimes is that of a rushing 
hissing sound, as if the largest fire-works were in action. At 
this time, the dogs of the Siberian hunters are said to crouch 
with terror on the ground, and will not move. All these 
phenomena are purely electrical, and are well produced in 
turning round a large electrical plate, detached from the con- 
ductors of the machine. 

The more early observers of the aurora supposed it to occur 
at very considerable elevations above the surface of the earth, 
in regions where the air was indefinitely rare. Euler estimated 
the altitude at some thousands of miles. This meteor, how- 
ever, by more recent observation, certainly takes place at far 
less elevations above the earth than is generally supposed, and 
does not in any case probably reach the sensible limit of the 
atmosphere. Franklin, at Fort Enterprize, in February, 1821, 
determined the altitude of an aurora to be less than the ele- 
vation of that of denser clouds, — a fact confirmed by Parry in 
his third voyage. Lieutenants Sherer and Ross, who accom- 
panied Captain Parry, were, together with Captain Ross, 
simultaneously surprised at seeing a bright ray of the aurora 
shoot down from a general mass of light in the heavens, within • 
a distance of them less than 3000 yards. 

156. Water -spouts and Whirlwinds . — The agencies of 
electricity in the production of certain atmospheric meteors 
has been, and not without some show of reason, extended 
to the phenomena of w r ater-spouts and whirlwinds, which 
arc supposed to arise from the operation of electrical attrac- 
tion, — water-spouts at sea being what whirlwinds are on land. 
These have been known to tear up trees and scatter bodies in 
all directions, and are attended by a rumbling noise. Water- 
spouts have the form of a speaking-trumpet, with the broad 
end near the clouds. All these appearances occur in months 
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most liable to thunder-storms, and closely resemble what might 
be expected from the prolongation of protuberances of elec- 
trified clouds towards the sea, occasioning thereby a mutual 
attraction between the water and the clouds. These appear- 
ances are said to be dispersed by mariners by presenting to 
them sharp-pointed conductors. 

157. Earthquakes. — Dr. Stukely, in some very interesting 
memoirs printed in the Transactions of the Royal Society 
for 1749 and 1750, has ingeniously referred the phenomena of 
earthquakes to electrical action within the earth, and en- 
deavours to support this conjecture by reference to the vast 
extent and mass of earth simultaneoulv shaken, — from the 
prevalence of electrical phenomena which attend them, such 
as coruscations, thunder, lightning, and fire-balls of various 
kinds. At the time of the great earthquake in London, in 
1749, such appearances were in abundance. A sound w T as 
observed to roll from the River Thames to Temple Bar before 
the houses ceased to nod, as when an electrical shock is ac- 
companied by the report of the discharge, — whilst all the 
mechanical phenomena correspond to the peculiar vibrating 
motion of disruptive discharge in the substance of imperfect 
conducting matter. In the concussion at Daventry, in North- 
amptonshire, in September, 1750, the motion was felt through- 
out a space of 100 miles in length and 40 in breadth, and 
4000 square miles of surface w T ere convulsed in an instant. 

That a high amount of electrical action attends these 
wonderful operations of nature is quite certain, but in the 
present state of our knowledge of such phenomena, their 
reference to pure electrical action as a primary cause must 
necessarily be considered to rest on a very hypothetical basis. 
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CONCLUDING REMARKS. 

Practical Applications of Electricity. 

158. In tlie foregoing pages we have been anxious to direct 
the reader’s attention to the principles of electrical science 
rather than to its practical applications. When the principles 
arc fairly established, practical applications are comparatively 
easy, and of less importance to be brought before the general 
reader in minute detail. In the brief remainder of our space 
we can only just glance at a few of the examples of power 
which electrical knowledge has supplied. 

The first aud most obvious practical result of Franklin’s 
discoveries -\jras the lightning conductor for the protection of 
buildings and ships from the violent effects of the disruptive 
discharge. The first lightning conductors consisted merely of 
metallic rods or chains proceeding from the highest point of 
the building or the ship, in a direct line to the earth or to the 
sea : but this was not found in all cases sufficient. Instances 
have occurred in which the conductors have been fused or 
shattered, — and hence arose a prejudice against their use, 
under the idea that they did more harm than good, by inviting 
the destruction they were intended to prevent. An attentive 
examination, however, of numerous cases of damage from 
lightning has shown that the path of discharge from the cloud 
to the earth is always in the line of least resistance (122). This 
line may not be the shortest lineal distance, but it is in all 
cases the shortest electrical distance ; that is, the lightning 
picks out the best conductors in its transit to the earth, 
selecting with the nicest discrimination metal cramps and 
fastenings (122), and by its expansive power shattering and 
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destroying inferior conducting substances, such as wood, brick- 
work, and stone. 

159. The discoveries of Franklin and other philosophers of 
the last century (147) very fully prove that what we call 
thunder and lightning is the result of disruptive discharge 
produced by a great natural electrical agency, forcing its way 
through resisting matter, and which, as we have just seen, 
is attended by irresistible expansive force with an evolution 
of intense light and heat (134) (135). Now this agency in 
finding a path through matter offering little resistance to its 
progress, such as the metals, is no longer productive of such 
disruptive effects. The explosive form of action either vanishes 
altogether or becomes so modified as to merge into a sort of 
current, traversing the metal with a greater or less degree of 
rapidity. If therefore a building or a ship were perfectly 
metallic in all its parts, no damage could possibly arise to it 
when struck by lightning, since the explosive action would 
vanish from the instant the electrical agency entered the 
metal. In applying lightning conductors, the*$fore, as a 
means of guarding against the destructive effects of lightning, 
our object should be to carry out this principle in all its 
generality, and bring the given building or ship as nearly as 
possible into that state of passive electrical resistance it would 
have supposing the whole mass were metallic throughout. 
Now this is best accomplished by connecting together, so far 
as possible, all the large detached masses of metal in the 
fabric, and between which disruptive discharge is likely to 
ensue (122), and then unite these with capacious conductors 
leading directly from certain of the highest points of the 
structure directly to the earth or sea. These conductors 
should of course be metallic, but as metals vary in conducting 
power, copper, being the best conductor, is to be preferred 
(137). It has been found that a copper rod of one inch in 
diameter, or an equal quantity of copper under any other form, 
will resist the expansive and heating effects of any discharge 
of lightning hitherto experienced. In applying such conduc- 
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tors to buildings, they should be fixed to the masonry and 
project into the air by sharp or pointed terminations (125) ; 
below they should terminate in two or more branches leading 
under the surface of the ground, and, if possible, to moist 
earth, drains, or springs of water. In applying such con- 
ductors to ships, each mast should have its own capacious 
conductor permanently fixed and connected with bands of 
copper passing through the sides of the ship under the deck- 
beams, and with the large bolts leading through the keels 
and keelson, and including, by other connections, all the 
principal metallic masses employed in the construction of the 
hull. Under such a system, a discharge of lightning falling 
on a house or a ship finds its way to the earth or to the sea 
without the possibility of damage. 

160. Much discussion has arisen relative to the amount of 
security such conductors can insure when compared with the 
quantity of lightning, which, by their supposed attractive in- 
fluence, might become drawn down upon the buildings to 
which they are applied : such controversies, however, are now 
very completely disposed of by the great natural experimental 
facts which have presented themselves upon this question, 
especially within the last twenty-five years. The notion that 
lightning rods draw down lightning upon a building in virtue 
o£a specific attractive power for the agency of lightning is not 
only unsupported by any evidence whatever, but is positively 
at variance with the whole course of experience. It is now 
well known that metals have not per se any greater influence 
on the electrical discharge than other kinds of matter (116). 
Lightning will always find for itself a path of least resistance 
to the earth : if metallic substances be present and be con- 
venient to its action, it will then fall on them, but not else 
( 1 22) ; if not present, it will seize upon any other body which 
# is convenient to it : so that metallic conductors can be no 
more said to attract the lightning which falls on them at the 
time of a thunder-storm, than a rain-pipe can be said to attract 
the rain which falls on a building at the moment of a shower ; 
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the action of both is purely passive ; any calculation of the ra- 
dius of protection of a lightning rod, therefore, in virtue of its 
attractive power on the agency of lightning, will necessarily be 
fallacious, as is in fact shown by experience. Several cases 
have occurred in the Royal Navy in winch one mast of a ship 
has been shivered by lightning, a chain conductor having 
been applied to the other. It is by no means uncommon 
to find heavy discharges of lightning strike upon the sea 
in the vicinity of such conductors, as if avoiding them alto- 
gether. 

Nil. If we for a moment look at the course of experience, 
we can have no longer any doubt upon this question. In this 
country alone, the amount of damage which has occurred and 
still continues to occur by lightning, especially to churches, is 
beyond all credence. Fuller says in his ‘Church History,’ 
“ that scarcely a great abbey in England exists which, once at 
the least, was not burned down with lightning from heaven 
and then he enumerates a great many so destroyed. In 
modem times we may observe similar destructive effects. 
Now it is notorious that in no case where such destruction 
has occurred has the building been provided with lightning 
conductors : on the contrary, no instance of damage has arisen 
to any building to which such conductors have been efficiently 
applied; the exceptions being so insignificant as not to be 
worthy of record. If we look at the destructive effects of 
lightning in ships, the results of experience are most especially 
interesting and conclusive. It appears from the records of the 
Navy, that the destructive effects of lightning on H. M. ships 
involved in former years an expenditure of not less than from 
£ 6000 to £ 10,000 annually ; in 200 cases only, 300 seamen 
were either killed or hurt, and above 100 large masts, valued 
at the time at from 561000 to 361200 each, entirely ruined. 
Between the years 1810 and 1815, no less than thirty-five sail 
of the line and thirty-five frigates and smaller vessels were 
completely disabled. Now', since the system of lightning con- 
ductors, just described, has been fully carried out in all 



Digitized by Google 




BENEFIT OF LIGHTNING CONDUCTORS. 



189 



H. M. ships, it appears that damage by lightning has posi- 
tively vanished from the records of the Navy. 

162. The following is an interesting and remarkable instance 
of the beneficial action of such a system of conduction as that 
we have adverted to, taken from the official journal of one of 
II. M. ships. ‘The Conway,’ a small frigate of 28 guns, being 
moored in the harbour of Port Louis, in the Isle of France, 
was at 11 a. m. of the morning of the 9th of March, 1846, 
struck by lightning. At this time the ship was under refit, 
the higher or top-gallant masts down on the deck, so that to 
support the pendant a small spar, not having a conductor on 
it, was substituted for the main top-gallant mast, being fixed 
at the head of the top-mast. Now the terrific flash which 
fell on tlie vessel first struck this spar, and shivered it in 
atoms: at the point of junction, however, with the large copper 
conductor on the top-mast below and leading to the sea, all 
further destruction ceased ; the explosive action vanished, and 
the electrical discharge streamed safely into the water, appa- 
rently expanding upon the surface in a blaze of brilliant light. 
The brief notice in the ship’s log runs thus : “11.45. Pendant 
staff at main topmast head shivered in pieces by lightning; 
conductor carried off the fluid without further damage.” 

163. The heating power of electricity has been turned to 
account in promoting the efficacy and lessening the danger of 
blasting on land and under water. Instead of the common fuse, 
as ordinarily employed, a fine wire is passed through a charge 
of gunpowder, properly secured, and the ends of the wire are 
connected with the terminal wires of a voltaic battery: the 
moment the circuit is completed the fine wire is ignited, and 
the powder explodes. 

164. The lighting of public streets and buildings by voltaic 
electricity is an application of the voltaic battery which has 
occupied the minds of practical men during many years past, 
from the time, indeed, when Davy produced the magnificent 
arc of light from his large battery at the Royal Institution. 
So long as voltaic batteries were costly and their effects only 



Digitized by Google 




190 



RUDIMENTARY ELECTRICITY. 



of short duration, this application was deemed impracticable ; 
but when constant batteries, as they are called, were invented 
at a cheap rate, the attempts to apply the light from the 
charcoal points to the purposes of illumination became nume- 
rous. It is now some years since M. Arehereau exhibited his 
splendid voltaic light in the streets of Paris, and Mr. Staite 
not long since dazzled the metropolis of London in a similar 
way. These gentlemen seem to have overcome the difficulties 
which prevented their predecessors from obtaining a con- 
tinuous light. Its intensity seems eminently qualified for 
light-houses, railway signals, &c. 

165. The constant battery invented by the late Professor 
Daniell has also given rise to an art which, within a very short 
period, rose to an eminent position among the useful arts and 
manufactures of this country, namely, electro-metallurgy, elec- 
trotype, gahano-plastic, & c. The principle upon which these 
arts rest is that of voltaic electricity, fig. 16 ( 28 ), but pro- 
duced under the form of what has been termed the * constant 
battery.’ This is an arrangement of copper and zinc, but is 
excited by two fluids instead of one. The two fluids are 
separated by a diaphragm which prevents them from mixing, 
but allows the electric current to pass. There is first a rod of 
zinc immersed in dilute sulphuric acid contained in the porous 
diaphragm, surrounding which is a solution of sulphate of 
copper contained in a copper cell. By this arrangement the 
solution of zinc is kept away from the copper, and the hy- 
drogen, instead of escaping, passes through the porous dia- 
♦ phragm with the current, when it combines with the oxygen 
of the oxide of copper in the solution of the sulphate, thereby 
leaving pure metallic copper, which lines the interior of the 
copper cell. By peculiar contrivances this copper can be 
made to deposit itself as fast as it is formed on moulds of 
wax rubbed over with black lead to give a conducting sur- 
face ; or the copper can be deposited on the cylinders and 
rollers used in calico printing, working out the pattern with 
the greatest fidelity; also in surface printing, etching, and 
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various other applications. When the solution of some salt 
of gold or silver is used, instead of the solution of copper, 
a thin film of either of the precious metals can by voltaic 
action be deposited on articles and ornaments previously cast 
and finished in some inferior metal. In this way basket-work, 
fruits, leaves, flowers, busts, grapes, statues, and medallions 
have received coatings of copper (142) and other metals:* 
even Daguerreotype plates have been copied by this means. 
By writing on a metallic surface with a peculiar kind of 
varnish, and then depositing the copper over the lines, a plate 
fit for printing is obtained. By voltaic arrangements metals 
can be assayed ; iron covered with thin films of lead, thereby 
preventing rust; pins can be tinned, and numerous other 
applications are daily being made. 

166. But perhaps the most wonderful application of electricity 
to the purposes of life is the facility it affords to persons, 
separated by hundreds of miles, to hold instant communica- 
tion, by night or by day, giving them the power, as it were, to 
annihilate space (134), enabling them to consult, admonish, 
inform, condole with each other, as if they were in the same 
room, and, having ended their conversation, to turn aside, and 
one to find himself in London and the other in Edinburgh. 
There is nothing in fiction more wonderful than this ; yet the 
means are apparently so inadequate, resting as they do, — first, 
upon the simple principle discovered by (Ersted, in 1819, that 
a magnetic needle, free to rotate about its centre, when brought 
near to a wire through which an electric current is passing, 
tends to place itself at right angles to that wire (144), the 
direction of its motion following a certain law ; and, secondly, 
that a piece of soft iron is rendered magnetic during the 
transmission of an electric current along a wire coiled spirally 
round it, when placed near the wire which connects the poles 
of a voltaic battery (145). 

In the earliest form of electric telegraph a number of magnetic 

* By Mr. Woolrich’s application of magneto-electricity (146) to electro- 
plating, the voltaic battery can be altogether dispensed with. 
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needles were thus arranged at the two extremities of a line of rail- 
way, and also at some of the intermediate stations. Each needle 
had its own wire,* so that any deflection produced on any one 
needle at any part of the line caused a similar deflection in all 
those connected with the same wire. Thus, by operating upon 
two or more wires at once, or in rapid succession, the needles 
could be thrown into certain positions, which, by previous 
arrangement, should be made to represent certain symbols, 
letters, or words. In the latter forms of telegraph. Professor 
Wheatstone has availed himself of the power of the voltaic 
current to confer a magnetic condition upon soft iron, which 
is destroyed the moment the current is suspended or cut off. A 
number of constant cells is used to convert cylinders of soft iron 
(2 inches long by | an inch in diameter) at the distant station 
into electro-magnets. Whenever contact is made, the keeper of 
the magnet is attracted; and when contact is broken, the keeper 
is removed by a spring. In one form of the instrument, two 
drivers attached to the keeper act upon a toothed wheel, and 
convert the alternate into a circular motion, which is trans- 
mitted to an axis bearing a signal-disc or indicator. In this 
case the resistance of the wires, as compared with the electro- 
motive powers of the batteries, is not great ; but where the 
resistance is great, the keeper has merely to move a detent 
which liberates the toothed wheel, and allows motion to be 
given to the indicator by a clock movement. A commutator 
at one station is furnished with a disc corresponding to the 
indicator, so that when any sign of one is brought by the hand 
of the attendant to the place of observation, the corresponding 
sign is exposed by the other at the distant station. Each 
station has a commutator and indicator, all four being included 

* In this form of electric telegraph, it was thought necessary, in order 
to close the current, that each needle should be furnished with a 
return wire ; but it has been abundantly proved, by experiment, that 
water, or even the moisture contained in the earth, is sufficient to transmit 
the current back to the battery. Hence, in all telegraphic arrangements, 
the return wire is now dispensed with. 
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in the one circuit of a wire each way. Time may also he 
transmitted instead of signals, and hence we get what Pro- 
fessor Wheatstone calls the electric clock. For this purpose, 
the indicator is fixed, and furnished with a clock face, the axis 
carrying an index or hand : the communicating disc is moved 
round by the oscillations of a pendulum. In this way one 
good clock can be made to communicate its own time to a 
series of skeleton clocks at any distance. 

Various contrivances have been made for registering or 
printing the signals. For example, each letter of the indi- 
cating disc is attached to a spring radiating from the centre ; 
when the letter is brought, by the action of the instrument, to 
the proper place for indicating a required signal, a hammer, 
acted on by clock-work, set free by a second electro-magnet, 
strikes the letter upon a pad of manifold writing paper and 
fair paper, and so registers the signal. A cylinder rotating 
on a spiral axis exposes fresh surfaces of paper. The same 
current which works these telegraphs also rings an alarum to 
call attention. 

167. Electricity applied as a moving power. — The operation of 
voltaic electricity in magnetizing iron (145), and the disappear- 
ance of the excited magnetism directly its action is suspended, 
or nearly so, has furnished a means of obtaining to a certain 
extent a considerable moving force applicable to the purposes 
of machinery ; and although in all the attempts hitherto made, 
engines of great practical value have not been obtained, yet 
very considerable advances have been made and are still 
making in electro-magnetic machines. 

The general principles resorted to in the construction of 
electro-magnetic engines are these, — either a rapid change of 
polarity in masses of iron surrounded by spiral coils, so 
as to cause them to alternately attract and repel other electro- 
magnets brought within their influence, or otherwise a rapid 
magnetizing and demagnetizing of masses of iron in a similar 
way, without any change of polarity by which an attractive 
force is brought to act upon other masses of iron, so long 

I 
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as the attraction is operative in pulling them onward, and no 
longer. In both these cases a rotatory motion is obtained 
by fixing the operative masses on the circumference of a wheel, 
and placing the wheel so as to admit of the action of the 
electro-magnets upon the extremities of its radii, as in any 
other similar case of the application of a moving force to the 
circumference. 

Professor Jacobi, of St. Petersburg, by means of an engine 
on this principle, succeeded, in the years 1838 and 1839, in 
propelling a boat upon the Neva at the rate of 4 miles an 
hour. This boat was 28 feet in length, about 7 feet wide, 
and drew nearly 3 feet water. It contained 1 0 persons ; the 
engine was worked by a voltaic battery of sixty-four pairs of 
platinum plates, excited by nitric and sulphuric acid, and 
propelled the vessel through the medium of paddle-wheels. 
Mr. Llewelyn exhibited to the members of the British As- 
sociation, in August, 1848,* a similar experiment on a lake at 
his beautiful residence near Swansea. By means of an electro- 
magnetic engine, contrived with singular skill and ingenuity, 
he propelled a small boat with considerable force through the 
medium of a screw propeller. Jacobi subsequently applied 
his engine to working machinery, but not with any great 
success. 

In 1842, Mr. Davidson constructed an electro -magnetic 
locomotive engine, which was .tried on the Edinburgh and 
Glasgow Railway, the carriage of which was 1 6 feet in length 
and 6 feet wide, weighing above five tons, including the 
batteries and magnets. It was propelled at the rate of about 
4 miles an hour. 

Wheatstone, Talbot, Hearder, and several others engaged 
in this branch of science, have given models of electro-mag- 
netic engines which display great powers of invention; and 
although as yet the perfection of such engines and their 
practical and commercial advantages remain in great uncer- 
tainty, still it is to be considered that the development of 
* Meeting of the British Association at Swansea, August, 1848. 
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the principles upon which they have been constructed is of 
very recent date, and the question altogether in its infancy. 
The speed obtained by Professor Jacobi, of 4 miles an hour 
with a boat on the Neva, certainly exceeded that resulting 
from the first attempts to propel vessels by steam. We have, 
therefore, yet to hope for vast improvements in electric 
machines. When we consider that an electro-magnet lately 
exhibited in London attracts a mass of iron at one-eighth 
of an inch distance with a force of 13 14 lbs., and requires 
no less than 4764 lbs. (more than 2 tons) to separate the 
contact, it is really difficult to assign limits to the ap- 
plication of a moving force derived from the agency of 
electricity. 



THE END. 
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CATALOGUE OF WORKS 

iw 

ARCHITECTURE, AGRICULTURE, 

CHEMISTRY, ENGINEERING, MATHEMATICS, MECHANICS, 
METALLURGY, &c. &c. 

PUBLISHED BY 

LOCKWOOD & CO., 

STATIONERS’ HALL COURT, E.C. 



COMPLETE LIBRARY OF THE MILITARY SCIENCES. 

Thru vole., royal Sr o, upwards of 500 Engravings and Woodcuts, in extra cloth boards, 
and Uttered, 4 1. IOj. ; or mag be had in six separate parte, paper boards, 

AIDE-MEMOIRE TO THE MILITARY 
SCIENCES. 

Framed from Contributions of Officers of the different Services, and edited by a Com. 
mittec of the Corps of Royal Engineers. The work is now completed. 

*** This work is admirably adapted as a present to the young Military Student, and 
should find a place on the shelves of every Regimental Library. It is recommended 
to the notice of Volunteer Riflo or Artillery Corps. 

» 

ALBAN ON THE HIGH PRESSURE ENGINE. 

In Sr o, with 28 fine plates, IBs. Cd. cloth, 

THE HIGH PRESSURE STEAM ENGINE. 

An Exposition of its Comparative Merits, and an Essay towards an Improved System 
of Construction, adapted especially to secure Safety and Economy. 

By Dr. ERNST ALBAN, 

Practical Machine Maker, Plau, Mecklenberg. 

TRANSLATED FROM TUB GERMAN, WITH NOTES, 

By Wm. Pole, C.E., F.R.A.S., Assoc. Inst. C.E. 



BUCK ON OBLIQUE BRIDGES. 

Second Edition, imperial 8vo, price 12*. cloth, 

A PRACTICAL AND THEORETICAL ESSAY 
ON OBLIQUE BRIDGES, 

With 13 large Folding Plates. 

By GEORGE WATSON BUCK, M. Inst. C E. 

Seoond Edition, corrected by W. H. Barlow, M. Inst. C.E 



Digitized by Google 
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CARR’S SYNOPSIS. 

Second Edition , in lStno, cloth , 5 s. t 

A SYNOPSIS OF PRACTICAL PHILOSOPHY. 

ALPHABETICALLY ARRANGED, 

containing a great variety of Theorems, Form nice, and Tables, from the most accurate 
and recent authorities, in various branches of Mathematics and Natural Philosophy : 
to which arc subjoined small Tables of Logarithms. Designed ns a Manual for 
Travellers, Architects, Surveyors, Engineers, Students, Naval Officers, and other 
Scientific Men. 

By the Rev. JOHN CARR, M.A., 

Late Fellow of Trinity College, Cambridge. 

*** Sir Jons Macnif.l, C.E., a good authority, recommends this work to his pupils 
and friends. 



NICHOLSON’S CARPENTER’S GUIDE and PYNE’S RULES on DRAWING. 

A New Edition, with "Uplatee, iio, price 11. Is. cloth, 

THE CARPENTER’S NEW GUIDE; 

Or, Book of Lines for Carpenters. Comprising all the Elementary Principles essential 
for acquiring a knowledge of Carpentry, founded on the late PETER NICHOLSON’S 
standard work. 

A New Edition, revised hy Arthur Ashpitel, Arch., F.S.A. ; 

TOGETHER WITH PRACTICAL RULES ON DRAWING, 

By George Ptne, Artist. 



DEMPSEY’S PRACTICAL RAILWAY ENGINEER, 

In One large Vol. 4 to, price 21. 12s. 6 d. cloth, 

THE PRACTICAL RAILWAY ENGINEER. 

A Concise Description of the Engineering and Mechanical Operations and Structures 
which aro combined in the Formation of Railways for Public Truffle; embracing an 
Account of the Principal Works executed in the Construction of Railways to the Pre- 
sent Time ; with Facts, Figures, and Data, intended to assist the Civil Engineer in 
designing and executing the important Details required for those Great Public Works. 
By G. DRYSDALE DEMPSEY, Civil Engineer. 

Fourth Edition, revised and greatly extended. 

With 71 double quarto plates, 72 woodcuts, and Portrait of George Stephenson. 



1 Cutting* 

2—4 Earthworks, excavating 

5 Ditto, embanking 

6 Ditto, wnggon* 

7 Drains under bridges 

8 Brick and stone culverts 

9 I’aved crossings 

10 Railway bridges, diagram 
11—14 Bridges, brick and stone 
I.t— 16 Ditto, iron 
17 — 21 Ditto, timber 
22 Centres for bridges 
— 27 “Pont do Montloais” 

“ I’ont du Cher’* 

Suspension bridge 
Box-girder bridge 
31 Trestle bridge and Chepstow 
bridge 

42 Details of Chepstow bridge 



LIST OP PLATES. 



33 Creosoting, screw-piling, &c. 

34 Permanent, way and rails 

35 Ditto, chairs 

36 Ditto, fish-joints, &c. 

37 Ditto, fish-joint chairs 

38—9 Ditto, cast-iron sleepers, Ac. 

40 Ditto, Stephenson's. Brunei's. 

II email’s, Mncncill’s, and 
Doekrny*s 

41 Ditto, Crossings 

42 Ditto, ditto, details 

43 Ditto, spring-crossings, &c. 

44 Ditto, turn-table 

45 — 6 Terminal station 
47 — 19 Stations 

50 Goods stations 

51 Polygonal engine-house 

52 Engine-house 



53 Watering apparatus— 

(A.) Tanks 

54 Ditto, (B.) Details of pumps 

55 Ditto, tC.j Details of engines 

56 Ditto, (D.) Cranes 

57 Hoisting machinery 

58 Ditto, details 

5‘J Traversing platform 

60 Ditto, details 

61 Station-roof at King's Cross 

62 Ditto, Liverpool 

63 Ditto, Birmingham 
64 — i Railway Carriages 
66 Ditto, detail* 

67—8 Railway Trucks and wheels 

69 Iron and covered waggons 

70 Details of brakes 

? l Wheels and details 
2 Portrait 
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BARLOW ON THE STRENGTH OF MATERIALS. 

IFVfA Nine Illustrations, Sro, IGj. cloth, 

TREATISE ON THE STRENGTH OF TIMBER, 

CAST IRON, MALLEABLE IRON, 

And other Materials ; with Rules for Application in Architecture, the Construction of 
Suspension Bridges, Railways, &c. ; and an Appendix on the Powers of Locomotive 
Engines on horizontal planes and gradients. 

By PETER BARLOW, F.R.S., 

Hon. Member Inst. Civil Engineers, See. 

A New Edition by J. F. Heather, M.A., of the Royal Military Academy, 

Woolwich. 

WITH AN ESSAY OS THE EFFECTS PRODUCED EY CAUSING WEIGHTS TO TRAVEL 

OVER ELASTIC BARS. 

By Prof. Willis, of Cambridge. 

■ ♦ 



GREGORYS MATHEMATICS, BY LAW. 

Third Edition, in Sro, with 13 flales, very neatly halfdiound in morocco, 11. Is. 

MATHEMATICS FOR PRACTICAL MEN. 



Being a Common Place Book of Pure and Mixed Mathematics, designed chiefly for the 
use of Civil Engineers, Architects, and Surveyors. 

By OLINTHUS GREGORY, LL.D., F.R.A.S. 

Third Edition, revised and enlarged by Henry Law, Civil Engineer. 



CONTENTS. 



PART I.— PURE MATHEMATICS. 
Chapter I. Arithmetic. — Chap. II. Alnebra.— Chap. 
111. Geometry. — Chap. IV. Mensuration.— Chap. 
V. Trigonometry.— Chap. VI. Conic Sections.— 
Chap. Vll. Properties of Curves. 



PART II.— MIXED MATHEMATICS. 

Chapter i. Mechanics in General.— Ctiap. II. Sta- 
tics.— Chap. III. Dynamics. — Chap. IV. Hydrosta- 
tics. — CUnji. V. Hydrodynamics.— Chap. Vi. Pneu- 
matics.— Chap Vll. Mcchnui.iil agents.— Chap. 
VIII. Strength of Materials.— Appendix uf TuMts. 



» 

A COMPLETE BODY OF HUSBANDRY, BY YOUATT. 

Tenth Edition, much enlarged, with numerous Engravings, Sro, price 12 s. cloth, lettered, 

gilt back. 

THE COMPLETE GRAZIER, 

AND FARMER’S AND CATTLE BREEDER’S ASSISTANT. 

A Compendium of Husbandry : containing full instructions on the breeding, rearing, 
general management, and medical treatment of every kind of stock, the management 
of the dairy, and the arrangement of the farm offices, See . ; description of the newest 
and best agricultural implements ; directions for the oi'iurc and management of grass 
land, and of the various natural and artificial grasses , draining, irrigation, warping, 
manures, &c. 

By WILLIAM YOUATT, Esq., V.S., 

Member ot the Royal Agri. Soc. of England ; Author of “ The Horse, ’’ “ Cattle, ’’ A c. 
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THE GREAT EASTERN AND IRON SHIPS IN GENERAL. 

Second Edition, Atlas of Plates, t cith separate text, price 11- &«., 

ON IRON SHIP-BUILDING. 



With Practical Examples and Details, in Twenty-four Plates, including three of the 
Great Eastern, together with Text containing Descriptions, Explanations, and General 
llemarks, for the use of Ship-owners and Ship-builders. 

By JOHN GRANTHAM, C.E., 

Consulting Engineer and Naval Architect, Liverpool. 

*** A work on the construction and build of Ships, by the application of Iron, has 
become now of the utmost importance, not only to Naval Architects, but to Engineers 
and Ship-owners. Tlic present Work has been prepared, and the subjects drawn, in 
elevation, plan, and detail, to a scale useful for immediate practice, in a folio size, 
with figured dimensions, and a small Volume of text (which may be had separately, 
price 2s. 6 d.) 

DESCRIPTION OP PLATES. 



1 Hollow and bar keels, stem and stern posts. 

2 Side frames, flooring*, and bilge pieces. 

? Flooring;* continued — keelsons, deck beams, 
gunwales, and stringers. 

4 Gunwales continued— lower decks, and orlop 

beams. 

5 Angle-iron, T iron, Z iron, bulb iron, as rolled 

for iron thip-building. 

6 Rivets, shown in section, natural site, flush and 
lapped joints, with single and double riveting. 

7 Plating, three plans, bulkheads, and modes of 
securing them. 

8 Iron masts, with longitudinal and transverse 

sections. 

9 Sliding keel, water-ballast, moulding the frames 

in iron snip-building, levelling plates. 

10 Longitudinal section, and half-bieadth deck 

plans of large vessels, on a reduced scale. 

11 Midship sections of three vessels of different 

sizes. 

12 Large vessel, showing details— Fore-end in sec- 

tion, and end view with stem posts, crutches, 
deck beams, Ac. 

13 Large vessel , showing details— J/tcr-end in sec- 



tion, with end view, stern frame for screw, and 
rudder. 

14 Large vessel , showing details — Midship section, 

half- breadth. 

15 Machines for punching and shearing plates and 

angle-iron, and for bending plates ; rivet 
hearth. 

16 Machines. — Garforth’s riveting machine, drilling 

and counter sinking machine. 

17 Air furnace tor hearing plates and angle iron ; 

vyious tools used in riveting and plating. 

18 Gunwale, keel, and flooring; plan lor aheathing 

iron ships with copper. 

19 11 lustrations of the maguetic condition of various 

iron ships. 

20 Gray's floating compass and binnacle, with ad- 
justing maguets. 

21 Corroded iron bolt in frame of wooden ship; 

caulking joints of plates. 

22 Great Eastern. — Longitudinal sections and 

breadi h plans. 

23 Great Eastern.— Midship section, with details. 

24 Great Eastern.— Section In engine room, and 

paddle boxes. 



READY RECKONER, INCLUDING FRACTIONAL PARTS OF A POUND 

WEIGHT. 

24 mo, Is. 6 d. cloth, or 2s. strongly bound in leather, 

THE INSTANT RECKONER. 

Showing the Value of any Quantity of Goods, including Fractional Parts of a round 
Weight, at any price from One Farthing to Twenty Shillings : with an Introduction, 
embracing copious Notes of Coins, Weights, Measures, and other Commercial and 
Useful Information ; and an Appendix, containing Tables of Interest, Salaries, Com- 
mission, &c. 

— ♦ 

SIMMS ON LEVELLING. • 

Fourth Edition, willt 7 plates and numerous woodcuts, Svo, 8s. 6 d., cloth. 

A TREATISE ON THE PRINCIPLES AND 
PRACTICE OF LEVELLING, 

Showing its application to purposes of Railway and Civil Engineering, in the 
Construction of Roads, with Mr. Telford's Rules for the same. 

By FREDERICK W. SIMMS, F.G.S., M. Inst. C.E. 

Fourth Edition, with the addition of Mr. Law’s Practical Examples for setting out 
Railway Curves, and Mr. Trautwine’s Field Practice of Laying out Circular Curves. 
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MOST USEFUL WORK FOR COUNTRY GENTLEMEN, FARMERS, 
LAND AGENTS, &c. 

New Edition, with Addition s and Corrections, price is., strongly bound, 

THE LAND VALUER’S BEST ASSISTANT. 

Being Tables, on a very much improved Plan, for Calculating the Value of Estates. 
To which are added, Tables for reducing Scotch, Irish, and Provincial Customary Acres 
to Statute Measure ; also, Tables of Square Measure, and of the various Dimensions of 
an Acre in Perches and Yards, by which the Contents of any Plot of Ground may be 
ascertained without the expense of a regular Survey, Miscellaneous Information on 
English and Foreign Measures, Specific Gravities, &c. 

By R. IIUDSON, Civil Engineer. 

"This new edition includes tables for ascertain- p valuable rule# for ascertaining th' probable worth 
ing the value of leases for any term of years; and j of standing timber to auy amount : and is of lncal- 
for showing how to lay out plots of ground of I culable value to the country gentleman and profes- 
certain acres in forma, square, round, &c., with * sioual man.”— Fanner* & Journal. 



♦ 

INWOOD’S TABLES. 

Seventeenth Edition. l2mo, cloth, 7*., 

TABLES FOR THE PURCHASING OF ESTATES, 

Freehold, Copyhold, or Leasehold, Annuities, Advowsons, &c., and for the renewing 
of leases held under cathedral churches, colleges, or other corporate bodies, for terms 
of years certain, and for lives ; also, for valuing reversionary estates, deferred 
annuities, next presentations, &c., the Five Tables of compound interest, tlic Govern- 
ment Table of Annuities, and an extension of Smart’s Tables. 

By WILLIAM INWOOD, Architect. 

The Seventeenth Edition, with considerable additions, and new and valuable Tables of 
Logarithms for the more difficult computations of the Interest of Money, Discount, 
Annuities, &c., by Mons. Fedor Thomas', of the Society Credit Mobilier, Paris. 

♦ 

NORMANDY’S COMMERCIAL HANDBOOK. 

In post 8ro, illustrated with woodcuts, price 12s. 6 d., handsomely bound in cloth, 

TIIE 

COMMERCIAL HANDBOOK OF* CHEMICAL 

ANALYSIS ; 

Or, Practical Instructions for the Determination of the Intrinsic or Commercial Value 
of Substances used in Manufactures, in Trades, and in the Arts. 

By A. NORMANDY, 

Author of M Practical Introduction to Rose’s Chemistry,” and Editor of Rose’s 
“ Treatise of Chemical Analysis.” 

"We recommend this book to the careful perusal , ami deeper knowledge of the enticing science of 
of every one; it may be truly affirmed to be of uni- chcmicul analysis.”— Krpontor. 
versal interest, and we strongly reiommend it to “ The author has produced a volume of surpassing 

our leaders as a guide, alike indispensable to the interest, in which he describes the character and 
housewife as to the pharmaceutical practitioner.” — properties of 40b differe it articles of commerce, the 
Medical Times. substances by which they are to • frequently adulte- 

“ A truly practical work. To place the unscien- rated, and the means or their detection.”— Mining 
tific person in a position to detect that » hich might Journal. 

ruin him in character and lortunc, the present work " The very best work on the subject the English 

will prove highly valuable No one can peruse this press has yet produced/'— Mecha met’ Magazine . 
treatise without feeling a desire to acquire further 
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NORMANDY’S CHEMICAL ATLAS AND DICTIONARIES. 



The Atlas, oblong folio, cloth limp, 11. Is., the Dictionaries, post Svo, Is. Od,, cloth; 
or, Atlas and Dictionaries together, 11. Ss. cloth. 

TIIE CHEMICAL ATLAS; 



Or, Tables, showing at a glance the Operations of Qualitative Analysis. With Prac- 
tical Observations, and Copious Indices of Tests and Re-actions ; accompanied by a 
Dictionary of Simple and of Compound Substances, indicating the Tests by which 
they may be identified ; and a Dictionary of Re-agents, indicating their preparation 
for the Laboratory, the means of testing their purity, and their behaviour with 
Substances. 



By A. NORMANDY, 

Author of “ The Commercial Handbook of Chemical Analysis,” & c., &c., and Editor 
of H. Rose’s “ Treatise of Chemical Analysis.” 



“ Tables such oa these, like Maps and Charts, nre 
more eloquent than the clearest prose statement. 
It is the most elaborate and perfect work ot the 
kind that we are acquainted with.” — .UecAante#’ 
2d a g oxime. 

‘•The work gives evidence of the author being 
perfect master of the task he has undertaken, ana 
will no doubt occupy n place in the library of every 
chemical student and analyst ." — Mining Journal. 

** Several works on chemical analysis have for 
many years held a high position in the estimation 
of the scientific chemist. The work before us will 
be found in our opinion far more useful to the 
student of analysis, nay more, to the practitioner. 
The directions arc more minute, and the number of 
cases introduced infinitely more varied. There is 
scarcely a possible case which the author has not 
provided for. From a careful examination we are 
able to say that any person possessed of a slight 



knowledge of chemical manipulation, may, by 
means of the Atlas and Dictionaries soon make 
himself a proficient analyst. Everyone who studies 
the Atlas must be impressed with the magnitude of 
the author’s labour, and the vast extent to which 
he has economised the time and trouble of those 
who avail themselves of bis friendly assistance.” — 
The Chemist . 

“'Normandy’s Chemical Atlas’ for comprehen- 
siveness and completeness far surpasses anything 
of the kind hitherto published. 1 feel convinced 
that the student may with the aid of the Diction- 
aries, with which the Atlas is accompanied, suc- 
cessfully and alone undertake the examination of 
the most heterogeneous mixture, whether composed 
of organic or iuorgnutc substances, or of both 
combined .” — Henry M. Hoad. F.R.S . t Lecturer on 
Chemistry at St. George's Hospital. 



By the same Author, crown Svo, price is. GtZ. , cloth, 

THE FARMER’S MANUAL OF AGRICUL- 
TURAL CHEMISTRY; 



With Instructions respecting the Diseases of Cereals, and the Destruction of the 
Insects which are injurious to those plants. Illustrated by numerous woodcuts. 



" This work will be found of incalculable value 
to the Partner. We have perused it with much 
interest, and have no hesitation in recommending 
it to the notice of every farmer, who will find it an 
excellent guide in all questions of Agricultural 
Chemistry ,”— Agricultural Magazine. 



“By far the best attempt to supply a treatise of 
a limited kind on the chemical analysis of the ma- 
terials with which the agriculturist is coccerned; 
the instructions are very satisfactory, and are 
accompanied by illustrative figures of the necessary 
apparatus .” — Aberdeen Journal. 



+ 



SPOONER ON SHEEP. 

Second Edition. 12 mo., 5 s. cloth. 

THE HISTORY, STRUCTURE, ECONOMY, 
AND DISEASES OF THE SHEEP. 

In Three Parts. Illustrated with fine Engravings from Drawings by W. Harvet, Esq. 

Br W. C. SPOONER, V.S., 

Member of the Council of the Royal College of Veterinary Surgeons ; Honorary Asso- 
ciate of the Veterinary Medical Association ; Author of “ Treatise on the Influenza,” 
and the “ Structure, Diseases, &c., of the Foot and Leg of the norsc Editor of 
■White’s “ Cattle Medicine,” and White’s “ Compendium of the Veterinary Art.” 

"Tin; name of Mr. Spooner, who is a distln* 1 to their libraries : an.!, as a work of reference, it 
guished member of his Profession, is a sufficient 1 ought to he in the possession of all Sheep F Arm- 
guarantee for the accuracy an. I usefulness of its 1 era." — Ganienen’ Chronicle. 
contents. Farmers’ clubs ought to add this work 1 
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NOAD’S ELECTRICITY. 

Fourth Edition, entirely re-written, in One Volume, illuelrated ly 500 t coodcutt, 8 vo, 11. !». 

cU.th, 

A MANUAL OF ELECTRICITY. 

Including Galvanism, Magnetism, Dia-magnetism, Electro-Dynamics, Magno- 
Electricity, and the Electric Telegraph. 



By HENRY M. NOAD, Pu.D., F.C.S., 

Lecturer on Chemistry at St. George’s Hospital. 

Or in Two Parts : 

Parti., Elkctkicity and Galvanism, 8vo, 16s. cloth. 

Part II. Magnetism and the Electhic Telkgbafh, 8vo, 10s. Qd. cloth. 



"This publication fully bears out its title of 1 
4 Manual.’ It discusses in a satisfactory manner 1 
electricity, frictional and voltaic, thenno-clectri- I 
city, and electro physiology. To diffuse correct 
views of electrical science, to make known the 
laws by which this mysterious force is regulated, 
which is the intention of the author, is an impor- 
tant task.” — Athevxum. 

44 Dr. Noad’s Manual, in some departments of 
which he has had the counsel and assistance of Mr. 
Faraday, Sir William Snow Harris, Professor Tyn- 
dall, and others, giving an additional sanction ami 
interest to his work, is more than ever worthy of 
being received with favour by students and men of 
science. The s»yle in wh'ch it is written is very 
exact and clear .*' — Literary Gazette. 

“ Dr. Noad’s ‘Manual of Electricity* has for seve- j 
ral years ranked as one of the best popular treatises 
on this subject, by an excellent method of arrange- 
ment, and a clear and agreeable style, he introduces 
the student to a sound elementary knowledge of 
every department of electrical science.” — Atlnn. 

"This is a work of great merit, and is creditable 
to the scientific attainments and philosophical re- 
search of the au'hor. Too much praise cannot be 
bestowed on the patient labour and unwearied 
application which were necessary to produce a 
work of such absorbing interest to the whole ! 



trading and commercial community "—Educational 
Gazette. 

44 On the subject of electricity, it is a service 
second only to discovery, when one competent for 
the ask undertakes to sift and reconstruct the old 
materials, and to bring together and incorporate 
them with all tlxat is important in the new. Such 
a service l>r. Noad has performed in his ' Manual 
of F.lectricity.”*— Chambers' Journal. 

“As a work of reference, this 4 Manual* is particu- 
larly valuable, as the author has carefully record'd 
not only bis authorities, but, when necessary, the 
i cords in which the writers have detailed their ex- 
periments and opinions.” — Mechanic*’ Magazine. 

“Among the numerous writers on the attractive 
and fascinating subject of electricity, the author of 
the present volume has occupied our best atten- 
tion. It is worthy of a place in the library of 
every public institution, Mid we have no doubt it 
will he deservedly patronised by the scientific com- 
tnunicyjg- Mining Journal. 

“Thnbbmmendations already bestowed in the 
pages ifPthn Lancet on former editions of this work 
are more ihau ever merited by the present. The 
accounts given of electricity and gal van Liu are not 
only complete in a scientific sense, but, which is a 
rarer thing, are popular and interesting.”— Lanctt. 



-♦ 

TREDGOLD ON THE STRENGTH OF IRON, &e. 

Fourth Edition, in Two Vole., 8 to, 1 1. 4s., hoards ( either Volume may he had separately), 

A PRACTICAL ESSAY ON THE STRENGTH 
OF CAST IRON AND OTHER METALS; 

Intended for the assistance of Engineers, Iron-Masters, Millwrights, Architects, 
Founders, Smiths, and others engaged in the construction of machines, buildings, 
See . ; containing Practical Rules, Tables, and examples founded on a scries of new 
experiments ; with an extensive table of the properties of materials. 

By THOMAS TREDGOLD, Mem. Inst. C.E., 

Author of “ Elementary Principles of Carpentry,” “ Ilistory of the Steam Engine,” 
&c. Illustrated by several engravings and woodcuts. Fourth Edition, much 
improved and enlarged. By Eaton IIodgkinson, F.K.S. 



HODGKINSON’S RESEARCHES ON IRON. 

*** Vol. II. of the above consists of EXPERIMENTAL RESEARCHES on the 
STRENGTH and OTHER PROPERTIES of CAST IRON : with the development of 
new principles ; calculations deduced from them ; and inquiries applicable to rigid 
and tenaeious bodies generally. By Eaton Hodgkinson, F.R.S. With Plates and 
Diagrams, 8vo, 12s. boards. 
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ROGERS OR IRON METALLURGY. 

With 20 carefully-prepared copper-plates. One Yol., Sco, 11. 5s., cloth. 

AN ELEMENTARY TREATISE ON IRON 
METALLURGY, 

Up to the Manufacture of Puddle Bars, built upon the Atomic System of Philosophy; 
the elements operated upon being estimated according to Ur. Wollaston’s Hydrogen 
Scale of Equivalents ; comprising suggestions relative to important Improvements in 
the Manufacture of both Iron and Steel, and the conduct of Extensive Iron Works ; 
with Analytical Tables of Iron-making Materials. 



By SAMUEL B. ROGERS, of Nant-y-Glo, 

Inventor of Iron-Bottoms to Puddling-Furnaces, and of the present system of pre- 
paring Coke, in Double or Single Ovens. 



u l do not hesitate to say that Mr. Royers’, work 
on Iron Metallurgy is, beyond comparison, the 
most complete combination of ncicnce and sound 
juractice that has yet appeared on iron.** — Dart'd 

44 A volume which ought to be at hand in every 
Iron Works in the kingdom, and in the possession 
of every Ironmaster .* 4 — Wolverhampton Chronicle. 

44 Mr. Rogers does not come before the public as 



an untried theorist, for one of his inventions has 
been adopted generally throughout the Iron Manu- 
factories of the world, and w ith immense advantage 
to Ironmasters . 44 — Bristol Times. 

44 A remarkable book. Its author is, evidently, 
a man of practical experience, and of no mean 
scientific attainments, who has made the question 
on which he writes the business and study of his 
li le.*' —Staffordshire Advertiser. 



♦ 

PYNE’S RULES FOR DRAWING. 

In, Ito, with 14 plates, in half cloth hoards. Is . Od. 

PRACTICAL irULES ON DRAWING, 

FOR THE OPERATIVE BUILDER AND YOUNG STUDENT IN 
ARCHITECTURE. 

Br GEORGE TYNE, 

Author of “ A Rudimentary Treatise on Perspective for Beginners.” 

CONTENTS. 

1 Practical Rules on Drawing,— Outlines. I 4 Practical Rules on Light and Shade. 

2 Ditto,— the Grecian and Roman Orders. I 5 Practical Rules on Colour. 

8 Practical Rules on Drawing,— Perspective. | &c. &c. 



* 

DOBSON and GARBETTS STUDENT’S GUIDE. 

In One Yol., 8 vo, extra cloth, Os. 

THE STUDENT’S GUIDE 

TO THE PRACTICE OF DESIGNING, MEASURING, AND VALUING 
ARTIFICERS’ WORKS; 

Containing directions for taking Dimensions, abstracting the same, and bringing the 
Quantities into Bill ; with Tables of Constants, and copious memoranda for the 
Valuation of Labour and Materials in the respective trades of Bricklayer and Slater, 
Carpenter and Joiner, Sawyer, Stonemason, Plasterer, Smith and Ironmonger, 
Plumber, Painter and Glazier, I' a per -hanger. With 43 plates and woodcuts. The 
Measuring, &c., • 

Edited by EDWARD DOBSON, Architect and Surveyor. 

Second Edition, with the Additions on Designs 

ByE. LACY GARBETT, Architect; 

Together with Tables for Squaring and Cubing. 
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COTTAGES, VILLAS, AND COUNTRY HOUSES. 

In 4 to, 67 Platts, 11. 1*. cloth, 

DESIGNS AND EXAMPLES OF COTTAGES, 
VILLAS, AND COUNTRY HOUSES. 

Being the Studies of Eminent Architects and Builder*, consisting of plans, elevations, 
and perspective views ; with approximate estimates of the cost of each. 






RYDE’S TEXT BOOK FOR ARCHITECTS, ENGINEERS, SURVEYORS, &c. 

In One large thick Fol. Svo, icith numerous engraving t, 11. Si. 

A GENERAL TEXT BOOK, 

For the constant Use and Reference of Architects, Engineers, Surveyors, Solicitors, 
Auctioneers, Land Agents, and Stewards, in all their several and varied professional 
occupations j and for the assistance and guidance of country gentlemen and others 
engaged in the Transfer, Management, or Improvement of Landed Property, con- 
taining Theorems, Formulae, Rules, and Tables in Geometry, Mensuration, and 
Trigonometry ; Land Measuring, Surveying, and Levelling ; Railway and Hydraulic 
Engineering ; Timber Measuring ; the Valuation of Artificers’ Work, Estates, Lease- 
holds, Lifeholds, Annuities, Tillages, Farming Stock, and Tenant Right ; the Assess- 
ment of Parishes, Railways, Gas and Water Works ; the Law of Dilapidations and 
Nuisances, Appraisements and Auctions, Landlord and Tenant, Agreements, and 
Leases. Together with Examples of Villas and Country Houses. 

By EDWARD RYDE, Civil Engineer and Land Surveyor, 

Author of several Professional Works. 



To which are added several Chapters on Agriculture and Landed Property, 

By Professor Doxaldson, 

Author of several Works on Agriculture. 



CONTENTS. 



Chapter I. Arithmetic.- Chap. II. Planr and So- 
lid Geometry.— Chap III. Mensuration.- Chap. IV. 
Trigonometry.- Chap. V. Conic Sections.— Chap. 
VI. Land Measuring.— Chap. VII. Land Surveying. 
— CLap. VIII. Levelling.— Chap. IX. Plotting. — 
Chan.X. Computation of Arena.— Chap. XL Copy- 
ing Mans.— Chap. XI l. Railway Surveying —Chap. 
Xll 1. Colonial Surveying.— Chap. XIV. llydrau 
lies in connection with Drainage, Sewerage, and 
Water Supply — Chap. XV. Timber Measuring.— 
Chap. XVI. Artificer*’ work.— Chap. XVII. Valua- 



tion of Estates— Chap. XVIII. Valuation of Til- 
lage and Tenant Right.— Chap. XIX. Valuation of 
Parishes.— Chap. XX. Builder's Prices.— Chap. XXI. 
Dilapidations and Nuisances.— Chap. XXI 1. The 
Law relating to Appraisers and Auctioneer*.— Chap. 
XXIII. Landlord and Tenant. — Chap. XXIV. Ta- 
bles.— Chap. XXV. Stamp Laws.— Examples of Vil- 
las and Country Houses. 

APPENDIX ON LANDED PROPERTY, by 
PaorKssoa Donaldson, In Eight Chapters. 






WHEELER’S AUCTIONEERS’, Ac., ASSISTANT. 

24mo, cloth board*, '2s. 6 <1. 

THE APPRAISER, AUCTIONEER, AND 
HOUSE-AGENT’S POCKET ASSISTANT, 

For the valuation, purchase, and the renewing of Leases, Annuities, Reversions, 
and of Property generally ; prices for inventories, with a Guide to determine the value 
of the interiors, fitting*, furniture, &c. 

By JOHN WHEELER, Valuer. 
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TEMPLETON'S WORKSHOP COMPANION. SIXTH EDITION. 



In. 12mo, price 5s., bound and lettered, 

THE OPERATIVE MECHANIC’S WORKSHOP 
COMPANION, 



And THB SCIENTIFIC GENTLEMAN’S PRACTICAL ASSISTANT; comprising: a 
great variety of the most useful Rules in Mechanical Science, divested of mathema- 
tical complexity ; with numerous Tables of Practical Data and Calculated Results, for 
facilitating Mechanical and Commercial Transactions. 



By W. TEMPLETON, 

Author of “ The Engineer’s Common-Place Book,” &e. &c. 

Sixth edition, with eleven plates and the addition of Mechanical Tables for the use of 
Operative Smiths, Millwrights, Engineers, &c., and practical directions for the 
Smelting of Metallic Ores. To which also have been now added several useful and 
practical Rules in Hydraulics and Hydrodynamics, and an account of Dundas's Steam 
Hammer. 



CONTESTS. 



Geometry— Geometry applied to Mechanics — Dc- 
runal Arithmetic — Mensuration — Instrumental 
Arithmetic — Commercial Tables— Strength of Ma- 
terial* -Mechaoic Powers — Coutinuou* Circular 



Motion— Friction— Properties of Water anil Air- 
Steam Engine Boilers— Duudas’s Steam Hammer 
— Logarithms. 



THE BEST BUILDER’S PRICE BOOK. 

Fourth Edition, in 12 mo, cloth boards. Uttered, is., 

WEALE’S BUILDER’S AND CONTRACTOR’S 
PRICE BOOK. 

Published Annually. Containing the latest prices for work in all branches of the 
P.nilding Trade, with items numbered for easy reference ; and an Appendix of Tables, 
Notes, and Memoranda, arranged to afford detailed information commonly required 
in preparing Estimates, Ac., for Builders and Contractors of Public Works. 



WIGHTWICK'S HINTS. 

With numerous Woodcuts. In. Sro, extra cloth, top edges gilt, 8s., 

HINTS TO YOUNG ARCHITECTS. 



Comprising Advice to those who, while yet at school, arc destined to the profession ; 
to such as, having passed their pupilage, are about to travel ; and to those who, having 
completed their education, are about to practice : together with a Model Specification ; 
involving a great variety of instructive and suggestive matter, calculated to facilitate 
their practical operations ; and to direct them in their conduct as the responsible 
agents of their employers, and as the rightful judges of a contractor’s duty. 

By GEORGE WIGHTWICK, Architect, 

Author of “The Palace of Architecture,” &c., &c. 



CONTENTS. 



Preliminary hint* to young ar 
chitccts on the knowledge 
drawing 

On serving his time 
On travelling 
Ilia plate on the door 
Orders, plan-drawing 
On his taste, study of interiors 
interior arrangements 
Warming and Ventilating 
Housebuilding, stabling 
Cottage* and villa* 

Model Specification 



j General Clause* 

Foundation* 

Well 

Artificial Foundation* 
Brickwork 

Rubble masonry with brick 
mingled 
Stone-cutting 

„ Grecian or Italian only 

„ Gothic only 

Miscellaneous 
Slating 
Tiling 



Plaster and cement work 

Carpenters’ work 

Joiners’ work 

Iron and metal work 

Plumbers' work 

Drainage 

Well-digging 

Artificial level a, concrete, foun- 
dations, piling and planking, 
paring, vaulting, bell-banging, 
plumbing, and building gene- 
rally. 
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TREDGOLD’S CARPENTRY. FOURTH EDITION. 

In One large Vel. 4 to., 2 1. 2*., in er Ira cloth. 

THE ELEMENTARY PRINCIPLES OF 
CARPENTRY ; 

A Treatise on the pressure and equilibrium of timber framing, the resistance of 
timber, and the construction of floors, arches, bridges, roofs, uniting iron and stone 
with timber, &c., with practical rules and examples ; to which is added, an essay on 
tlio nature and properties of timber, including the method of seasoning, and the 
causes and prevention of decay, with doscriptions of the kinds of wood used in 
building ; also numerous tables of the scantlings of timber for different purposes, 
the specific gravities of materials, &c. 

By THOMAS TREDGOLD, Civil Engineer. 

Illustrated by fifty-three Engravings, a portrait of the author, and several Woodcuts. 
Fourth Edition, corrected and considerably enlarged. With an Appendix, containing 
specimens of various ancient and modern roofs. 

Edited by Pkteu Bablow, F.R.S. 



1 Equilibrium anil pressure of 

beams. 

2 Treasure of beam* and centre 

of gravity 

3 Equilibrium and pressure of 

beams and framing 

4 N ftiled flooring 

5 to 9 Hoofs 

10 Hoofs that have been erected 

11 Hoof of the riding- bouse at 

12 Domes [Moscow 

13 Partitions and centre 

14 Centre* for stone bridges; 

centre used for the bridge nt 
Neuilly; for the Waterloo 
Bridge, aud Conon Bridge 
l.'i Centres for stone bridge* 

16 Bridges 

17 Ditto, double plate 

is Construction of bridges 

19 Bridges, double plate 

20 Bridges and joint* 

21 Joints 

22 Joints and strap* 

23 Hoof and construction of the 

Pantheon, Oxford Steet 
2-1 Ditto 

25 Section of Roof of Ilall, Park- 

hurst Prison 

26 Section of roof of New Saloon, 

Academy of Arts, Floreuce 



CONTEXTS OF PLATES. 

27 Longitudinal section of ditto 

28 Truss of the roof of the Ducal 

riding house, Modena, double 
plate 

29 Truncated roof of ditto 

30 Truss of roof of ditto. 

31 Section of the roof over the 

Exchange, Geneva, double 

32 Foot of truss of roof over the 

new tbcKtrc nt Ancona , 
ditto, Palazzo Vcccliio, 
Florence; ditto, Cathedral, 
Florence, double. 

33 Hoofs of the Cathedral at 

Leghorn, double 

34 Details of roof of Christ's 

Hospital, ditto 

35 Ditto 

36 Longitudinal section of St. 

Dut.btan’s Church, Fleet 
Street, double 

37 Roof and plan of ditto, ditto 

38 Details of ditto, ditto 

39 Trust at the Thames Plate 

Glass Work*; truss nt the 
Princess's Theatre, Oxford 
Street ; truss at a house in 
Berkeley Square 

40 Roof of iron and timber at 

Nottingham Water Works, 
treble plate 



41 Cast-iron roof over the model- 

room of the Butterley Com- 
pany, treble 

42 Cast-iron roof over the sraith- 

ery of the ditto, ditto 

43 Iron and timber roof over 

the engine manufactory of 
the ditto, ditto 

44 Roof to King's College Clia* 

pel, Cambridge, ditto 

45 Ditto, transverse section 
•16 Details, ditto 

47 Details, ditto 

•13 Section of roof Great Northern 
Railway, London Terminus, 
Passenger Station 

49 Sections and dctAils of ditto 

50 Great Northern Railway, Lon- 

don Terminus. Goods* Sta- 
tion, transverse section 

51 Iron Roof made for the Clyde 

Trustees for the Quay at 
Glasgow, with dt tails 

52 Details of iron roof erected for 

Messrs. Joseph Whitworth & 
Co., Manchester 

53 Details. &c., of an iron roof, 

erected at the Galway Termi- 
nus 



# 

HANDY BOOK FOR ACTUARIES. BANKERS, INSURANCE OFFICES, 
AND COMMERCIAL MEN IN GENERAL. 



In 12tno, cloth, price 5i. 



THEORY OF COMPOUND INTEREST AND 
ANNUITIES, • 

With TABLES of LOGARITHMS for the more difficult computations of Interest, 
Discount, Annuities, &c., in all their applications and uses for Mercantile and State 
purposes, with a full and elaborate introduction. 

By FEDOR THOM AN, of the Socictfi Cr6dit Mobilier, Paris. 



** A very powerful work, and the Author hns a 
very remarkable command of his subject.*' — Pro- 
feeeor A. dt Morgan. 

"No banker, merchant, tradesman, or man of 
business ought to be without Mr. Thomau's truly 
* handy-book.' "—Review, 



"The author of this ‘handy-hook* deserves our 
thanks for hi* successful attempt to extend the 
use of logarithms ."— Insurance Gazette. 

“We recommend it to the notice of actuarie* 
and accountant*.”— Atherueum. 
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WORKS PUBLISHED BY LOCKWOOD & CO. 



WEALE’S ENGINEER'S POCKET BOOK. 



With S copper platen, and numerous woodcuts, in roan luck, 6s. 

THE ENGINEER’S, ARCHITECT’S, AND 
CONTRACTOR’S POCKET BOOK. 



Published annually. With Diary of Events and Data connected with Engineering, 
Architecture, and the kindred Sciences, professionally and otherwise revised. 



Alloys. Almanack 
Ballasting. Barlow 
Barrel Drains 

Bessemer on the Manufacture of 
Iron and Steel 

Boilers and Engines (Proportions 
of) 

Boilers, Furnaces, and Chimneys 
Calendar 

Carpentry and Joinery 
Cask arid Malt Gauging 
Castings, sundry for Sewers, Gas- 
works, &c. 

Cast-iron Columns and Girders 
Chairs for Railways 
Chimneys, dimensions of 
Circumference of Circles 
Circular Arcs (Tables of) 

Circle, Cylinder, Sphere^&c. 

Coal Experiments ; Economic 
Values of Coals 

Coking (evaporative Powers of 
Coal, and Results of) 

Columns, Posts, &c. 

Copper Mines (Synopsis of) in 
Devon and Cornwall 
Cornwall Pumping-Engines 
Current Coins 
Du Bunt 
Earthwork 

East London W aterworks 
Eclipses 

Elastic Properties of Steam 
Ellipses, Cones, Frustrmns, &c. 
Ephemeridcs of the Planets 
Fairbairn on the Mechanical Pro- 
perties of Metals ; on the tensile 
strength of Wrought Iron at 
various temperatures; Tubular 
Girder Bridges; Notes on 
Toughened Cast-iron ; on the 
Resistance of Tubes to Collapse 
Flooring 

French and English Scales 
Friction 

Fuel on the American Railways 
and on English Railways 
Gas Engineers’ Calendar 



CONTENTS FOR 18G0. 

I Gauges (List of) and Weights of 
I Galvanized Tinned Iron Sheets 
j Girders (Cast-iron) 

Uawksley 
Heat (Effects of) 

High Water at London Bridge 
1 1 < >ward 
Hydraulics 
Hydrodynamics 

Institution of Civil Engineers 
(List of Members of) 

Inttitute of British Architects 
(List of Members of) 

Iron Bax 
Iron 

Roofs 

Knot Tables 

Latitudes and Longitudes [&c. 

Log. of Sines, Cosines, Tangents, 

Marine Engines 

Marine Screw Propulsion 

M mistier 

Masonry 

Mensuration (Epitome of) 
Morin’s Experiments on Friction ; 

on Ropes 
Natural Sines, &c. 

Neville, on Retaining Walls 
Notes to accompany the Abbre- 
viated Table of Na'ural Sines 
Peninsular and Oriental Steam 
Fleet 

Probiu [and Boilers 

1‘roportions of Marine Engines 
Proportional Sixes and Weights 
of Hexagon-heads and Nails for 
Bolts 

Pumping Water by Steam Power 
Rails 

Rennie (G.); Messrs. Rennie 
Hoofs 

Ropes, Experiments of 
Sewers 

Sleepers for Railways 
Smith’s Sewer. Sound 
Specific Gravity of Gases 
Square, Rectangle, Cube, &c. 

Square and Round Bar- Iron 



Strength of Columns 
Strength of Materials of Con- 
struction 

Strength of Rolled T-Iron 
Stone, Preservation of 

Stones 

Tables of the Weight of Iron 
Castiugs for Timber Roofs 
of tbe Properties of Differ- 
ent Kinds of Timber 

of the Weights of Rails 

and Chairs 

of the Weight, Pressure, 

&c. of Materials, Cast-Iron, Ac. 

• of Weights of Copper. Tin- 

Plates, Copper- Pipes, Cocks for 
Coppers, Leaden Pipes 

for the Diameter of a Wheel 

of a Given Pitch 

— - of the Weights of a Lineal 

Foot of Flat Bar- Iron, of a 
Superficial Foot of Various Me- 
tals, &c. 

of the Weight of a Lineal 

Foot of C&st-iron Pipes 

of the Diameter of Solid or 

Cylinder of Cast-Iron, &c. 
of the Diarae»er and Thick- 
ness of Metal of Hollow Co- 
lumns of Cast-Iron 

of Cast-Iron Stanchions 

of Strength of Cast-Iron 

Bars 

of the Values of Earthwork 

of Weights and Measures 

of Natural Siuea 

Teeth of Wheels 

Telford's Memorandum Book 

Thermometers 

Timber for Carpentry and Joinery 

Tredgold’s Rule 

Waterworks 

Weights of Copper, Brass, Steel, 
Hoop- Iron, &c. 

Weights and Measures 
Weights of Rails 
Wickstead 
Woods 



MR. WEALE’S SERIES OE 

RUDIMENTARY, SCIENTIFIC, EDUCATIONAL, 
AND CLASSICAL WORKS, 

At prices varying from Is. to 2s. 6cZ. 

Lists may le had on application to Messrs. Lockwood & Co. 

*„* This excellent and extraordinarily cheap series of hooks, now comprising 
upwards of 150 different works, in almost every department of Science, 
Art, and Education, is strongly recommended to the notice of Mechanics’ 
Institutions, Literary and Scientific Associations, Free Libraries, Colleges, 
Schools and Students generally, and also to Merchants, Shippers, &c. 




CATALOGUE 



OF 

RUDIMENTARY, SCIENTIFIC, EDUCATIONAL, AND 
CLASSICAL WORKS 



FOR 

COLLEGES, HIGH AND ORDINARY SCHOOLS, 
AND SELF-INSTRUCTION. 

AUO FOR 

MECHANICS’ INSTITUTIONS, FREE LIBRARIES, &c., &c. 



MR. WEALE’S 

SERIES OF RUDIMENTARY WORKS 

FOR THE BSE OF BEGINNERS. 



LONDON : JOHN WEALE, 59, HIGH HOLBORN. 
WHOLESALE AGENTS, LOCKWOOD & CO., 7, STATIONERS’ HALL COURT, E.C. 



The several Series are amply illustrated, in demy 12mo., each neatly bound in 
cloth ; and, for the convenience of purchasers, the subjects are published separately 
at the following prices : 

1. Chemistry, by Prof. Fowncs, F.R.S., including Agricultural Chemistry, 



for the use of Farmers Is. 

2. Natural Philosophy, by Charles Tomlinson Is 

3. Geology, by Major-Gen. Portlock, F.R.S., &c. . . , Is. 

4. 5. Mineralogy, with Mr. Dana’s additions, 2 vols. in 1 . . . 2s. 

6. Mechanics, by Charles Tomlinson Is. 

7. Electricity, by Sir William Snow Harris, F.R.S. . . .Is. 6 d. 



7-* On Galvanism; Animal and Voltaic Electricity ; Treatise on 
the General Principles of Galvanic Science, by Sir W. Snow Harris, F. R. S. Is. 6 d. 

8, 9, 10. Magnetism, Concise Exposition of, by the same, 3 vols. in 1. 3s. 6 d. 

11, 11* Electric Telegraph, History of the, by E. Highton, C.E. . . 2s. 

12, Pneumatics, by Charles Tomlinson Is. 

13, 14, 15, 15 * Civil Engineering, by Henry Law, C.E., 3 vols. ; and 

Supplement by G. li. Burnell, C.E., in 1 vol. . . . 4s. 6 d. 
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16. Architecture, Orders of, by W. H. Leeds Is. 

17. Architecture, Styles of, by T. Bury, Architect . . . .Is. 6 A 

18. 19. Architecture, Principlesof Design in, by E.L.Garbett, 2rols. in 1: 2s. 

20, 21. Perspective, by G. Pyne, 2 vols in 1 2s. 

22. Building, Art of, by E. Dobson, C.E l.». 

23, 24. Brick-Making, Tile-Making, Ac., Art of, by the same, 2 toIs. 

in 1 2s. 

25, 26. Masonry and Stone-cutting, Art of, by the same, with illustra- 
tions of the preceding, 2 vols. in 1, by the same . . . . 2s. 

27, 28. Painting, Art of, or a Grammar of Colouring, by George Field, 

2 vols. in 1 2s. 

29. Draining Districts and Lands, Art of, by G. D. Dempsey, C.E. Is. 

50. Draining and Sewage of Towns and Buildings, Art of, by the 

same Is. 6d. 

31. "Well-sinking and Boring, Art of, by G. R. Burnell, C.E. . . Is. 

32. Use of Instruments, Art of the, by J. F. Heather, M.A. . . . Is. 

33. Constructing Cranes, Art of, by J. Glynn, F.R.S., C.E. . . Is. 

34. Steam Engine, Treatise on the, hy Dr. Lardner Is. 

35. Blasting Rocks and Quarrying, and on Stone, Art of, by Lieut.- 

Gen. Sir J. Burgoyne, Bart., G.C.B., K.E Is. 

36. 37, 33, 39. Dictionary of Terms used by Architects,’ Builders, Civil 

and Mechanical Engineers, Surveyors, Artists, Ship-builders, &c , 

4 vols. in 1 4s. 

40. Glass Staining, Art of, by Dr. M. A. Gessert Is. 

41. Painting on Glass, Essay on, by E. 0. Fromberg . . . . Is. 

42. Cottage Building, Treatise on . i Is. 

43. Tubular and Girder Bridges, and others, Treatise on, more particu- 

larly describing the Britannia and Conway Bridges . . . . Is. 

44. Foundations, &c , Treatise on, by E. Dobson, C.E It. 

45. Limes, Cements, Mortars, Concrete, Mastics, &c., by G. R. 

. Burnell, C.E Is. 

46. Constructing and Repairing Common Roads, by H. Law, C.E. . Is. 

47. 48, 49. Construction and Illumination of Lighthouses, by Alan 

Stevenson, C.E., 3 vols. in 1 3s. 

53. Law of Contracts for Works and Services, by David Gibbons . Is. 

51, 52, 53. Naval Architecture, Principles of the Science, by J. Peake, 

N.A., 3 vols. in 1 3s. 

53*. Laying off Ships, being an introduction to the Mould Loft of Ship 

Building, by James Peake, N.A. in the press . . .Is. 6:/. 

53**. Atlas of large Plates to ditto ditto Is. 6d. 

54. Masting, Mast-maxino, and Rigging of Ships, by R. Kipping, 

N.A Is. 6A 

54*. Iron Ship Building, by John Grantham, N.A. and C.E. . 2s. 6 A 

55. 56. Navigation, Treatise on ; The Sailor’s Sea-book. — H ow to 

keep the L»g and work it oft— Latitude and Longitude— Great Circle 
Sailing — Law of Storms and Variable Winds; and an explanation 
of Terms used, with coloured illustrations of Flags . . . 2s. 

57, 58. Warming and Ventilation, hy Charles Tomlinson, 2 vols. in 1 . 2s. 

59. Steam Boilers, by II. Armstrong, C.E Is. 
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6), 61. Land and Engineering Surveying, by T.Baker,C.E., 2 vols. in 1: 2». 

62. Railway Details, by Sir M. Stephenson, Vol. I. ... Is. 

62*. Railway Working in Great Britain, Statistical Details, Table of 
Capital and Dividends, Revenue Accounts, Signals, &c., &c., by E. 

D. Chattaway. Yol. II Is. 

63, 64, 65. Agricultural Buildings, the Construction of, on Motive 

Powers, and the Machinery of the Steading ; and on Agricultural 
Field Engines, Machines,’ and Implements, by G. H. Andrews, 

3 vols. in 1 . 3s. 

66. Clay Lands and Loamy Soils, by Prof. Donaldson^A.E. . . . Is. 

67, 68. Clock and Watch-making, and on Church Clocks, by E. B. 

Denison, M.A., 2 vols. in 1 2 s. 

69, 70. Music, Practical Treatise on, by C. C. Spencer, 2 vols. in 1 . . 2s. 

71. Piano-Forte, Instruction for Playing the, by the same . . .Is. 

72. 73, 74, 75, 75*. Recent Fossil Shells (A Manual of the Mollusca), 

by Samuel I’. Wood ward, and illustrations, 4 vols. in 1, Supplement 5s. 6 <7. 

76, 77- Descriptive Geometry, by J. F. Heather, M.A., 2 vols. in 1 . 2s. 

77* Economy of Fuel, by T. S. Prideaux Is. 

78, 79. Steam as applied to General Purposes and Locomotive 

Engines, by J. Sewell, C.E., 2 vols. in 1 2s. 

78*. Locomotive Engine, J by G. D. Dempsey, C.E Is. 6 d. 

79*. Atlas of Plates to the above . , . ... 4s. 6(1. 

79**. On Photography, the Composition and Properties of the Chemical 

Substances used, by Dr. II. Halleur Is. 

80, 81. Marine Engines, and on the Screw, &c., by R. Murray, C.E. 

2 vols. in 1 2s. 6(7 

80*, 81*. Embanking Lands from the Sea, by John Wiggins, F.G.S., 

2 vols. in 1 2s. 

82. 82*. Power of Water, as applied to drive Flour Mills, by 

Joseph Glynn, F.R.S., C.E 2s. 

83. Book-keeping, by James Haddon, M.A. Is. 

82**, 83*, 83* Coal Gas, on the Manufacture and Distribution of, by 

Samuel Hughes, C.E. 3s. 

82***. Water Works for the Supply of Cities and Towns. Works 
which have been executed for procuring Supplies by means of 
Drainage Areas and by Pumping from AY ells, by Samuel Hughes, C.E. 3s. 

83**. Construction of Door Locks, with illustrations . . Is. 6(7. 

83 (bis ) . Forms of Ships and Boats, by W. Bland, of Hartlip . . . Is. 

84. Arithmetic, and numerous Examples, by Prof. J. R. Young . Is. 6(7. 

8-1*. Key to the above, by the same Is. 6(7 

85. Eguational Arithmetic, Questions of Interest, Annuities, Ac., by 

W. Hipsley Is. 

85*. Supplementary Volume, Tables for the Calculation of Simple 
Interest, with Logarithms for Compound Interest and Annuities, 

&c., &c., by W. Hipsley . . . Is. 

86. 87. Algebra, by James Haddon, M.A., 2 vols. in 1 . . . . 2s. 

86*, 87*. Elements of Algebra, Key to the, by Prof. Young . . Is. 6(7 

88, 89. Principles of Geometry, by Henry Law, C.E., 2 vols. in 1 . . 2s. 

90. Geometry, Analytical, by James Hann Is. 

91, 92. Plane and Spherical Trigonometry, by the same, 2 vols. in 1 2s. 
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93. Mensuration, by T. Baker, C.E lj. 

94, 95. Logarithms, Tables for facilitating Astronomical, Nautical, Trigo- 

nometrical, and Logaritlunic Calculations, by iL Law, C.E., 2 vols. 
in 1 2*. 

9fL Popular Astronomy, by the Rev. Robert Main, M.R.A.S. . . . lx. 

97. Statics and Dynamics, by T. Baker, C.E Is. 

98, 98*. Mechanism and Practical Construction of Machines, On 

Tools and Machines, by James Nasmyth, C.E 2 j. 6 d, 

99, 100. Nautical Astronomy and Navigation, by Prof. Young. 2 rols. 

ml 2s. 

100*. Navigation Tables, compiled for practical uso with the above Is. G d. 
LQL Differential Calculus, by Mr. Woolhouse, F.R.A.S. . . .Is. 

101*. Weights and Measures of all Nations; Weights, Coins, and 
the various Divisions of Time, with the principles which determine 
Rates of Exchange, by Mr. Woolhouse, F R.A.S. . ■ . Is. Qd. 

102. Integral Calculus, by IL Cox, M.A. ...... Is. 

103 Integral Calculus, Examples of, by James Hann . . . . Is. 

104. Differential Calculus, Examples of, by L Haddon, M.A. . . Is. 

105. Algebra, Geometry, and Trigonometry, Mnemonical Lessons, by 

the Rev. T. Penyngton Kirkman, M.A Is. &d. 

10G. Ships* Anchors for all Services, by George Cotsell, upwards of 

100 illustrations . . . . ’ . . . . . Is. 6d. 

107. Metropolitan Buildings Act, in present operation, with Notes 2f. 6 d. 

108. Metropolitan Local Management Acts Is. 6 d. 

109. Limited Liability and Partnership Acts . . . .Is. 6 d. 

110. Six Recent Legislative Enactments, for Contractors, Merchants, 

and Tradesmen Is. 

111. Nuisances Removal and Disease Prevention Act . . . . Is. 

112. Domestic Medicine, by M. Raspail li, 6 d. 

113. Use of Field Artillery on Service, by Capt. IL Maxwell, B.A. li. 6 d. 

114. On Machinery : The Machine in its Elements, Practice, and Purpose, 

by Chas. D. Abel, C.E., wood-cuts li. 6 d. 

115. Atlas of Plates of several kinds of Machines, 14 plates large 

4to 4s. Gd. 

1HL Rudimentary Treatise on Acoustics : The Distribution of Sound, 

by G. R. Burnell, C.E Is. 6<f. 

117. On Canal Engineering and Artificial Navigation, by G. R. 

Burnell, C.E li. 6tf. 

118, 119. On the Civil Engineering of North America, by D. Steven- 

son, C.E., 2 vols. in 1 3s. 

120. On Hydraulic Engineering, by G. R. Burnell, C.E., 2 vols. in 1 . 3s. 

121. On River Engineering and the Construction of Docks and 

Harbours, by G. R. Burnell, C.E. Yol. Ill 2s. 

122. On Fluids, by G. R. Burnell, C.E Is. 

123. On Carpentry and Joinery, founded on Dr. Robison’s Work, with 



wood-cuts Is. 6d 

123*. Atlas to ditto 4s. Gd. 



Digitized by Googli 



EDUCATIONAL SERIES. 



19 



124. On Roofs for Public and Private Buildings, founded on Dr. 

Robison’s Work Is. 6il. 

124*. Recently constructed Iron Roofs, Atlas'of plates . . 4s. 6d. 

125. On the Combustion of Coai. and the Prevention of Smoke, 

Chemically and Practically Considered, by Chas. Wye Williams, 
M.I.C.E. / The 2 vols. ) « 

126. Illustrations to ditto ( in 1. ) *"* 

127. Rudimentary and Practical Instructions in the Art of Archi- 

tectural Modelling, with illustrations for the Practical Appli- 
cation of the Art, by J. A. Richardson, Arch. ... Is. 6 d. 

128. The Ten Books of M. Vitruvius on Civil, Military, and Naval 

Architecture,* translated by Joseph Gwilt, Arch., 2 vols. in 1, in 
the press . . . . . . . . . . . 2s. Gd. 

129. Atlas of Illustrative Plates to ditto, in 4to, with the Vignettes, 

designed by Joseph Gandy, in the press .... 4s , 6(7. 

130. Introduction to the Study and the Beauty of Grecian Archi- 

tecture, by the Right Hon. the Earl of Aberdeen, &c., &c., &c., 
ip the press 1 j. 



MR. WEALE’S 

NEW SERIES OF EDUCATIONAL WORKS. 



1, 2, 3, 4. Constitutional History of England, by W. D Hamilton . 4*. 

6, 6. Outlines of the History of Greece, by the same, 2 vols. . 2*. 6 d. 

7, 8. Outline of the History of Rome, by the same, 2 vols. . 2s. 6(7. 

9, 10. Chronology of Civil and Ecclesiastical History, Litera- 
ture, Art, and Civilisation, from the earliest period to the 
present, 2 vols. . . 2s. 6(7. 

11. Grammar of the English Language, by Hyde Clarke, D.C.L. . Is. 

11*. Hand Book of Comparative Philology, by the same . . . Is. 

12, 13. Dictionary of the English Language. A new Dictionary of 

the English Tongue, as spoken and written, above 100,000 words, 
or 60,000 more than in any existing work, by the same, 3 vols. 



in 1 3s. 6<f. 

14. Grammar of the Greek Language, by H. C. Hamilton , . . Is. 

15, 16. Dictionary of the Greek and English Languages, by H. R. 

Hamilton, 2 vols. in 1 2s. 

17, 18. English and Greek Languages, by the 

same, 2 vols. in 1 2s. 

19. Grammar of the Latin Language, by the Rev. T. Goodwin, A.B. . Is. 

,*0> 21. Dictionary of the Latin and English Languages, by the 

same. Vol. 1 2s. 

22, 23. English and Latin Languages, by the 

same. Vol. II Is. 6(7. 

24. Grammar of the French Language . . . . . . . Is. 



* This work, translated by a scholar and an architect, was originally published at 
SCs. It bears the highest reputation, and being now for the first time issued in this 
Series, the student and the scholar will receive it as a boon from the gifted translator. 
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25. Dictionary of the French and English Languages, by A. Elwes. 



Vol. I 1*. 

26. English and French Languages, by the same. 

Yol. II Is. 6 d, 

27. Grammar of tiie Italian Language, by the same . . . . Is. 

28. 29. Dictionary of the Italian, English, and French Languages, 

by the same. Vol. I. 2s. 

30, 31. English, Italian, and French Languages, 

by the same. Yol. II 2s. 

32, 33. French, Italian, and English Languages, 

by the same. Vol. Ill 2s. 



34. Grammar of tiie Spanish Language, by the same , . . .Is. 

35, 36, 37. 38. Dictionary of TnE Spanish and English Languages, 

by the same, 4 vols. in 1 4s. 

39. Grammar of the Gf-rman Language Is. 

40. Classical German Reader, from the best authors . . . . Is. 

41. 42, 43. Dictionaries of the English, German, and French Lan- 

guages, by N. E. Hamilton, 3 vols., separately Is. each . . 3s, 

44, 45 Dictionary of the Herreav and English Languages, contain- 
ing the Biblical and Rabbinical words, 2 vols (together with the 
Grammar, which may be had separately for Is.) by Dr. Bresslau, 
Hebrew Professor 7s. 

46. English and Hedrew Languages. Vol. III. 

to complete 3s. 

47. French and English Phrase Book . Is. 



THE SERIES OF EDUCATIONAL WORKS 



Art on sale in two hinds of binding ; the one for use in Colleges and Schools 
and the other fur the Library. 



Hamilton’s Outlines of the History of England, 4 vols. in 1. strongly 

bound in cloth 5s, 

Ditto, in half-morocco, gilt, marbled edges . . .5s. Gd. 

History of Greece, 2 vols. in 1, bound in cloth . . . .3s. 67. 

Ditto, in half-morocco, gilt, marbled edges . . . , . „ . 4s. 

History of Rome, 2 vols. in 1, bound in cloth . . • . .3s. 67. 

Ditto, in half-morocco, gilt, marbled edges . • .... 4s. 

Chronology of Civil and Ecclesiastical History, Literature, Art, * 
&c , 2 vols. in 1, bound in cloth 3s. 6.7. 

Ditto, in half-morocco, gilt, and marbled edges .... 4s. 

Clarke's Dictionary of the English Language, *ound in cloth . 4s. Gd. 

in half-morocco, gilt, marbled edges 5s. 

, bound with Dr. Clarke’s English Grammar, in cloth . 5s. 67. 

Ditto, in half-morocco, gilt, marbled edges . . . . Cs. 
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Hamilton’s Greek and English and English and Greek Dictionary, 

4 vols. in 1, bound in cloth. 5s. 

Ditto, in half-morocco, gilt, marbled edges . . .5s. 6 d. 

Ditto, with the Greek Grammar, bound in cloth . . 6s. 

Ditto, with Ditto, in half-morocco, gilt, marbled edges . Cs. 6 d. 

Goodwin’s Latin and English and English and Latin Dictionary, 2 

vols. in 1, bound in cloth 4». Gel 

Ditto, in half-morocco, gilt, marbled edges 5s. 

Ditto, with the Latin Grammar, bound in cloth . . 5s. C L 

Ditto, with Ditto, in half-morocco, gilt, marbled edges . . 6s 

Elwes’s FAench and English and English and French Dictionary, 

2 vols. in 1, in cloth . . ..... 3s. 6 d. 

Ditto, in half-morocco, gilt, marbled edges 4s. 

Ditto, with the French Grammar, bound in eloth . . 4s. 6d. 

Ditto, with Ditto, in half-morocco, gilt, marbled edges . . . 5s. 

French and English Phrase Book, or Vocabulary of all Conversational 

Words, bound, to carry in the pocket Is 6c/. 

Elwes’s Italian, English, and French, — English, Italian, and 
French, — French, Itallvn, and English Dictionary, 3 vols. 
in 1, bound in cloth 7s. Gif. 

Elwes’s Ditto, in half-morocco, gilt, marbled edges .... 8s 6d. 

Ditto, with the Grammar, bound in cloth . . . . 8s. Gd. 

Ditto, with Ditto, in half-morocco, gilt, marbled edges . . 9s. 

Spanish and English and English and Spanish Dictionary, 

4 vols. in 1, bound In cloth 5s 

Ditto, in half-morocco, gilt, marbled edges .... 5s. 6 ( 7 . 

Ditto, with the Grammar, bound in cloth 6s. 

Ditto, with Ditto, in half morocoo, gilt, marbled edges . 6s. Gd. 

Hamilton’s English, German, and French,— German, French, and 
English,— French, German, and English Dictionary, 3 vols. 
in 1, bound in cloth 4s. 

Ditto, in half-morocco, gilt, marbled edges . . . 4s. 6 cl. 

Ditto, with the Grammar, bound in cloth 5s. 

Ditto, with Ditto, in half-morocco, gilt, marbled edges . 5s. 6(1. 

Dress lac’s Hebrew and English Dictionary, with the Grammar, 3 

vols. bound in cloth , • • • • 12s. 

Ditto, 3 vols., in half-morocco, gilt, marbled edges . . . 14s. 



Now in the course of Publication, 

GREEK AND LATIN CLASSICS, 

Price Is. per Volume, (except in some instances, ancl those are Is. 6(1. or 
2s. each )» very neatly printed on good paper. 

A Series of Volumes containing the principal Greek and Latin Authors, 
accompanied by Explanatory Notes in English, principally selected from 
the best and most recent German Commentators, and comprising all those 
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Works that are essential for the Scholar and tho Pupil, and applicable for 
the Universities of Oxford, Cambridge, Edinburgh, Glasgow, Aberdeen, 
and Dublin, — the Colleges at Belfast, Cork, Galway, Winchester, and Eton, 
and the great Schools at Harrow, Rugby, &c. — also for Private Tuition and 
Instruction, and for the Library. 

Those that are not priced are in the Press . 



LATIN SERIES. 



1 A new Latin Delectus, Extracts 

from Classical Authors, with 
Vocabularies and Explanatory 
Notes • 1«. 

2 Cesar’s Commentaries on tho 
Gallic War ; with Grammatical 
and Explanatory Notes in Eng- 
lish, and a Geographical In.iox 2*. 

3 Cornelius Nefob; with English 

Notes, &c I*. 

4 Virgil. Tho Georgies, Bucolics, 

and doubtful Works : with Eng- 
lish Notes If. 

5 Virgil’s AONEiDfon the same plan 

as tho preceding ) . . . . 2 j. 

6 Horace. Odes and Epodos; with 

English Notes, and Analysis and 
explanation of the metres . . If. 

7 Horace. Satires and Epistles, 

with English Notes, Ac. . Is. 6<1. 

8 Sallust. Conspiracy of Catiline, 

Jugurthine War . . .If. 6d. 



9 Terence. Andria and Heauton- 
tlmorumenos . .If. (hi. 

10 Terence. Phormio, Adclphi and 

Hocyra If. 64. 

11 Cicero. Orations against Catiline, 

for Sulla, for Archias, and for the 
Manilion Law. 

12 Cicero. First and Second Phi- 

lippics; Orations for Milo, for 
Marcellus, Ac. 

13 Cicero. De Officiis. 

11 Cicero. De Amicitia, de Senee- 
tutc, and Brutus . . Is id. 

15 Juvenal and Persius. (Tho in- 
delicate passages expunged). 

1C Livv. Books i to v. in 2 parts 3*. 

17 Livy. Books xxi. and xxiL . If. 

18 Tacitus. Agricola ; Germania ; 

and Annals, Book i. 

19 Selections from Tibullus, Ovid, 

Propertius, and Lucretius. 

20 Selections from Suetonius and the 

later Latin Writers. . . If. Cd. 



GREEK SERIES, 

ON A SIMILAR PLAN TO TIIE LATIN SERIES. 



If. 

1». 



. If. 
. If. 
la 6d. 
li ed- 
it. 6ci. 
1*. 0d. 

1 a. ed- 
it 6d. 



1 Introductory Greek Header. 

On tho same plan as tho Latin 
Reader 

2 Xenophon. Anabasis, i. it iii. . 

3 Xenophon. • Anabasis, iv. v. vi. 

vii 

4 Lucian. Select Dialogues . . 

5 Homer. Iliad, t to vi. . 

6 Homer. Iliad, vii. to xlt 

7 Homer. Iliad, xiii. to xviii. 

8 Homer. Iliad, xix. to xxiv.- 

9 Homer. Odyssey, i. to vi. 

10 Homer. Odyssey, vii. to xii. 

11 Homer. Odyssey, xiii. to xviii. 

12 Homer. Odyssey, xix. to xxiv. ; 

and Hymns. 

13 Plato. Apology, Crito, and Pliaxlo. 

14 Herodotus, i. it 

15 Herodotus, iii. to iv. 

16 Herodotus, v. vi. and part of vit 

17 Herodotus. Remainder of vit 

viii. and ix. 

18 Sophocles ; CEdipns Rex. . , If. 

19 Sophocles; Oedipus Colonscus. 

20 Sophocles; Antigone. 

21 Sophocles; Ajax. 

22 Sopuooles ; Philoctetes. 



23 Euripides ; Hecuba. 

24 Euripides; Medea. 

25 Euripides; Hippolytus. 

26 Euripides; Alcestis. 

27 Euripides : Orestes. 

28 Euripides. Extracts from tho 

remaining plays. 

29 Sophocles. Extracts from the 

remaining plays. 

30 .'Eschylua Promotbeus Vinctus. 

31 TEschylus. Pome. 

32 jEschylus, Scptem contra Theta*. 

33 vK cuylus. ChoSphorse. 

34 AJschyluS. Eumenides. 

35 AIsohylua Agamemnon. 

36 .Eschylus. Supplices. 

37 Plutarch. Select Lives. 

38 Aristophanes. CloudA 

39 Aristophanes. Frogs. 

40 Aristophanes. Selections from tho 

remaining Comedies. 

41 Thucydides, i I*. 

42 Thucydides, ii. 

43 Theocritus, Select IdylA 

44 Pindar. 

45 Isocrates. 

46 Hesiod. 



LONDON : JOIIN WEALE, 59, HIGH HOLBORN. 

WHOLESALE AGENTS, LOCKWOOD A CO., 7, STATIONERS' HALL COURT, E.O. 
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WORKS IN GENERAL LITERATURE PUBLISHED BY LOCKWOOD 4 CO. 



USEFUL. ARITHMETICAL WORKS, BY DANIEL O’GORMAN: 

INTUITIVE CALCULATIONS ; 

The moat Concise Methods ever published. Designed for the use of all Classes — 
Bankers, Brewers, Engineers, Laud Surveyors, Manufacturers, Merchants, Wine and 
Spirit Merchants, Timber Merchants, Prefessors, Teachers, Arc. With an Appendix on 
Decimal Computation, Coins, and Currency. By Daniel O’Goiuian. 22nd Edition, re- 
vised by a Licentiate of the College of Preceptors. 30 th Thousand, crown 8vo, 3».6d. cloth. 

AN ORIGINAL AND COMPREHENSIVE SYSTEM OF SELF- 

INSTRUCTING BOOK -KEEPING BY SINGLE AND DOUBLE ENTRY. 
New Edition, 8vo, price 5*. cloth. 

THE PRINCE OF WALES’S NEW TABLE-BOOK, compiled 

from the “ Intuitive Calculations ; ” embracing all the Tables in Money, Weights, 
and Measures, necessary for the Arithmetician; with New Tables of Decimal 
Coins. New Edition, 12mo, 8d. stitched. 



WORKS BY THE REV: WM. HARRISON, RECTOR OF BIRCH. 

THE TONGUE OF TIME; 

Or, tho Language of a Church Clock. By William Harrison, A.M. of Brazenose Col- 
lege, Oxford ; Domestic Chaplain to H.R.H. the Duke of Cambridge; Rector of Birch, 
Essex. 6th Edition, with beautiful Frontispiece, fcap., reducod to 3*., cloth, gilt edges. 

“This la a spiritual little treatise, intcniieil to I hours of the day to the edification of the soul." — 
Improve practically and devotionally the twelve [ Churchman's Monthly Review. 

THE SHEPHERD AND HIS SHEEP; 

AN EXPOSITION OF THE TWENTY-THIRD PSALM. 

2nd Edition, enlarged, fcap., reduced to 2 s. 6d. cloth, gilt edges. 

CONSECRATED THOUGHTS; 

OR, A FEW NOTES FROM A CHRISTIAN HARP. 

2nd Edition, corrected, fcap., 2s. 6d. cloth, gilt edges. 

SERMONS ON THE COMMANDMENTS, 

PREACHES IN TnE CHAPEL OP THE MAGDALEN HOSPITAL. 

2nd Edition, corrected, fcap., 4*. cloth. 



MANUAL FOR THE BEREAVED: 

2nd Edition, fcap., reduced to 4*. Gd. cloth, 

HOURS OF SADNESS; 

Or, Instruction and Comfort for tho Mourner : consisting of a Selection of Devotional 
Meditations, Instructive and Consolatory Reflections, Lotters, Prayers, Poetry, Ac., 
from various Authors, suitable for the bereaved Christian. 



Cheap and Entertaining Books for Children. 

THE STORY OF THE THREE BEARS. 17th Edition, with 

Illustrations, oblong, now reduced to Gd. sewed. 

THE GREAT BEAR’S STORY ; or, the Vizier and the Woodman. 

With Illustrations, oblong, now reduced to Gd. sewed. 

AN HOUR AT BEARWOOD ; or, The Wolf and the Seven Kids. 

With Illustrations, oblong, now reduced to Gd. sowed. 

THE THREE BEARS AND THEIR STORIES ; being the above 

Stories in 1 voL , with numerous Illustrations, reduced to 2a. oblong, cloth lettered. 

THE UGLY DUCK. By Hans Andersen. Versified ; and dedi- 
cated to the Readers of “The Three Bears." Four Illustrations by Weigall. 
Oblong, now reducod to Gd. Bowed. 
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WORKS IN GENERAL LITERATURE PUBLISHED BY LOCKWOOD & CO. 



ELEGANT CHRISTMAS, NEW YEAR’S, AND BIRTHDAY GIFTS. 

Ninth Edition, fcap. Svo, cloth, gilt edges, 5CS pp., prico 6s., 

TRUTIIS ILLUSTRATED BY GREAT AUTHORS. 

A Dictionary of nearly Four Thousand Aids to Reflection, Quotations of Maxims, 
Metaphors, Counsels, Cautious, Proverbs, Aphorisms, &c. &c. In Prose and Verse. 
Compiled from Shakespeare and other Great Writers. 

“ An achfcvcment worthy of the highest order of " We accept the treasure with profound ffrati- 

literary itenius .” — Mommy Advertiser. tnde— it should find its way to every home.” — 

“ Tlic quotations are perfect puns ; their selec- Era. 
tion evinces sound judgment and an excellent “ Wc lenonr of no better book of the kind.”— 

taste.’' — Dispatch. Examiner . 



rhird Edition, fcap. 8vo, cloth, gilt odges, 536 pp., price 6s. , 

THE BEAUTY OF HOLINESS; 

Or, tho Practical Christian’s Daily Companion : being a Collection of upwards of Two 
Thousand Reflective and Spiritual Passages, Remarkable for their Sublimity, Beauty, 
and Practicability ; selected from tho Sacred Writings, and arranged in Eighty-two Sec- 
tions, each comprising a different Theme for Meditation. By tho Editors of “Truths 
Illustrated by Great Authors.” 



Second Edition, fcap. 8vo, cloth, gilt edges, nearly 700 pages, with beautiful 
Vignette Title, price 6a, 

THE 

PHILOSOPHY OF WILLIAM SHAKESPEARE* 

Delineating, in Seven Hundred and Fifty Passages selected from his Plays, the Multi- 
form Phases of tho Human Mind. With Index and References. Collated, Elucidated, 
aud Alphabetically arranged, by the Editors of “ Truths Illustrated by Great Authors.” 



Second Edition, fcap. 8vo, cloth, gilt odges, 638 pages, with beautiful tinted lithograph 
Frontispiece and Titlo, after the design of Moritz Retsch, prico 6s., 

SONGS OF THE SOUL, 

During its Pilgrimage Heavenward : being a New Collection of Poetry, illustrative of 
the Power of tho Christian Faith. Selected from tho Works of •'the most eminent 
British, Foreign, and American Writers. Ancient and Modern, Originaland Translated. 
By the Editors of “ Truths Illustrated by Groat Authors," “The Beauty of Holi- 
ness,” &c. to. 



THE SUNBEAM STORIES. 

Now ready, the Thirty-second Edition, price Is., 

A TRAP TO CATCH A SUNBEAM. 

A ho by ike same Author, 

COMING HOME." is. cloth gilt (just | THE HOUSE SON THE ROCK. l*. 
published). I “ qxjj y .” n i>ale for Young and Old. Is. 



THE DREAM CHINTZ, illustrated by 

James Godwin. 2f. Oil., with a beau- 
tiful fancy cover. 

OLD JOLLIFFE, not a Goblin Story. Is. 
THE SEQUEL TO “OLD JOLLIFFE." i*. 



THE CLOUD WITH THE SILVER LINING. 
“A MERRY CHRISTMAS.” i*- fl* 
THE STAR IN THE DESERT, i*. 

SI BERT'S WOLD; or, CROSS PURPOSES. 

Second Edition, 3 j. 6 d. cloth. 



” Tn telling a simple story, and in the management of dialogue, the Author ia excelled by fete writers 
ofthe pr.at.-nt (lav l.ittiui y Gatetle. 




Bradbury & Evens, Printers, Whitef tors. 
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